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PREFACE 


The investigation of matter m a highly disperse, or k col- 
loidal " condition has largely been directed towards those 
disperse systems m which the dispersion medium is a liquid or 
a solid In Clouds and Smokes ” we are concerned with 
disperse systems — for example, fog smoke, flame, the atmo- 
spheie itself — m which a liquid 01 a solid substance exists m a 
highly dispei se condition m a gas Such disperse systems 
may conveniently be called aerosols 

A gas is the most attenuated form m which matter commonly 
occurs It is characterised by a very low density and viscosity 
when compared with a liquid or a solid At first sight, there- 
fore, it w r ould seem that, when liquid or solid particles are 
suspended m a gas, they would form a very unstable system, 
from which they would quickly become separated by the action 
of gravity It must be remembered, however, that in a gas, 
owing to its relatively open structure — approximately 1,700 c c 
of steam at 100° C condenses to 1 c c of water — Brownian 
motion can be imparted to very much larger particles, and can 
attain a greater amplitude than m liquids Consequently, the 
particles, instead of being precipitated from the gas by the 
force of gravity, remain in suspension and are driven about the 
gas by the blows of the gas molecules Further, the molecules 
of a gaseous dispersion medium are more readily adsorbed by 
the particles of the disperse phase than the molecules of a 
liquid dispersion medium would be These adsorbed molecules 
form protective films that inhibit the coalescence or flocculation 
of the particles A similar result is produced by the adsorption 
of gaseous ions of the same sign Consequently, the particles 
remain small enough to continue m Brownian motion, and the 
stabihty of the system is enhanced. 

Thus it is possible to prepare aerosols possessing a stabihty 
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that is comparable with that of many hydrosols They Sre 
sufficiently stable to be investigated with precision The 
movements of the particles under the influence of gravity or 
an electrical field, or when bombarded by the molecules of the 
dispei sion medium, can be observed and accurately recorded 
The optical and thermal properties can be determined and 
compared with those of the constituent phases The manner 
m vhich, undei certain conditions, an aerosol changes with 
time can be closely followed In tins connection it is interesting 
not only to investigate the stability of the aerosol and the causes 
that promote its decay, but also to investigate the closely 
related problem — frequently encountered m industrial opera- 
tions — of separating quantitatively the particles of the disperse 
phase from the gases m which they are suspended 


In this monograph I have attempted to give a clear and 
comprehensive account of the properties and behaviour of 
aerosols, and of their practical and industrial applications 

The contents of the book fall naturally into two parts 
Part I is devoted to a detailed consideration of the methods 
by which aerosols are formed, the general properties of such 
systems, the movements of the particles, the conditions that 
determine stability, and the methods by which all these pro- 
perties can be determined experimentally In Part II this 
information is considered m its direct relation to the phenomena 
of meteorology, the problem of dust explosions, the industrial 
treatment of fumes and dusty gases, the manufacture of sub- 
stances m a finely-divided condition, and, finally, the use of 
smoke m warfare 

In the present state of our knowledge I have thought it bettqj* 
to emphasise the general principles that underlie the subject, 
rather than to attempt to treat it m anything like an exhaustive 
manner A list of references to papers giving more detailed 
information is appended to each chapter. 

My best thanks are accorded to Sir Oliver Lodge for contri- 
buting a Foreword 
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FOREWORD 


I have been asked by Dr W E Gibbs, the author of this 
book, to contribute a Foreword to the volume which Messrs 
J & A Churchill are bringing out on the subject of Clouds 
and Smokes and Suspended Particles generally 

So far as I know, the chief writer hitherto on Dust m air has 
been John Aitken, and on Particles suspended m liquids M le 
Professeur Jean Perrm But there seems to be an immense 
literature on the subject of finely divided Particles m their 
innumerable forms , and the author has assimilated and made 
accessible a great part of the information procurable, and, by 
giving copious and exact references, has enabled students to 
refer on special points to the original authorities This seems 
to me an admirable piece of work I am not reviewing the 
book, and do not pretend to have read it , but I know its 
general scheme, and commend it heartily as a text-book or 
book of reference on a rather out-of-the-way subject, which, 
nevertheless, is of considerable practical importance Few 
people have given it the attention it deserves I have written 
and lectured on Dust myself, long ago, notably m the year 

1884, at the Montreal Meeting of the British Association 
References are given m a footnote * But I never thought of 

* Some references, as follows 

Dust-free Spaces, at Roy Dub. Soc See Nature , July 26th, 1883 , 
April 24th, 1884. 

Lecture on Dust to the Brit Assoc Reported m Nature , Jan 22nd, 

1885, and Abstracts m Nature , vol xxix , p. 417, and vol xxx , p 54 

On Dusty Air near Illuminated Bodies (m conjunction with J. W 

Clark). 

See elaborate paper m the Phil . Mag for March, 1885 
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bringing together the whole series of facts in a comprehensive 
manner and exhibiting their inter-relations 

There is one part of the book m which I am sure to be specially 
interested, for I lemember that it was m 1884 that I exhibited 
the effect of electrification m clearing a space of smoke fume, 
or mist, a phenomenon which was afterwards found to have 
been casually observed and not developed by a Mr Guitarcl so 
long ago as 1851, as recorded m the English Jlechamc of that 
date My sons, of the Lodge Fume Deposit Company, Great 
Charles Street, Birmingham, after long and continued trials, 
made the process really practicable, and have now combined 
with my friend Mr F G Cottrell who so successfully estab- 
lished it on a large scale m America It is amazing to me to 
see the Lodge -Cottrell process at w~ork continuously night and 
day throughout the year, with a potential of hundreds of 
thousands of volts, giving a continuous current of sparks — or 
what Crookes more properly called a nitrogen flame — and, by 
the aid of great electrified chambers, clearing immense quan- 
tities of blast furnace gas of dust at Skmnmgrove, m Yorkshire, 
and elsewhere, and also depositing sublimmated and previously 
wasted metallic ore, as, for instance, at the tin-smeltmg furnaces 
of Messrs Williams, Harvey & Co , at Bootle, near Liverpool 
The step from a laboratory experiment to a really practical 
and commercially continuous process is undoubtedly a great 
one, and the credit for it belongs to others than myself It is, 
however, delightful to see the electrical process of clearing air 
gj^dually come into operation at manufactories all over the 
world, and I see that the author of this book has given an 
indication of the kind of arrangement employed Short of 
inspection of the working operation, however, no adequate 
idea can be gained of the remarkable character of this engineer- 
ing achievement. 

Many other methods and processes for dealing with finely 
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divided suspended material are described m the book And 
the vital subject of coal-dust, with its dangerous inflammability 
and methods of countering it, is, of course, not ignored 

The Brownian movement of fine particles has acquired 
special interest of late, from its quantitative illustration and 
enforcement of the kinetic theory of gases, for its application 
to emulsions, and its striking agreement with the notable 
theory of Einstem on that subject 

I expect to find a mass of little-known information con- 
veniently here collected , and I commend the book to the 
notice of practical engineers and of workers m pure science. 


OLIVER LODGE. 
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CLOUDS AND SMOKES 

PART I 

CHAPTER I 

INTRODUCTORY 

The Molecular Structure of Matter 

At the ordinary temperature and pressure a cubic centimetre 
of any gas contains about 10 19 molecules The diameter of each 
molecule is about 10~ 8 cm , and their average distance apart is 
about 10~ 6 cm The molecules travel ceaselessly m straight 
lines, with a velocity of about 10~ 4 cm per second Each mole- 
cule collides with other molecules about 10 9 times m every 
second 

It is difficult to form a mental picture of a system of such 
dimensions, but the following considerations 1 will probably be 
found of assistance m grasping something of the character of 
the extremely fine molecular structure of matter. 

If all the molecules mice of a gas wure ranged m a tow, 
touching one another, they are so numerous that, m spite of 
their extremely small mass, they would form a line about three 
million miles long — that is, more than a hundred times round 
the earth. Even then all these molecules only fill about one 
three-thousandth part of the space that is actually occupied by 
the gas at ordinary temperatures and pressures 

Some conception of the relation between the diameters of 
molecules and the length of their mean free path may be 
obtained from the consideration that, if we could magnify the 
gas until each molecule was an inch m diameter, each cubic foot 
would contain about one molecule, and a molecule would travel 
about 25 feet before it collided with another 
c s 
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Finally, the velocity of a gas molecule is approximately sp 
quarter of a mile per second 

In a gas at ordinary temperatures and pressures, the mean"' 
free path of the molecules is equal to about three hundred times 
the diameter of the molecules themselves It may be assumed, 
therefore, that the molecules of a gas are sufficiently far apart 
to be beyond the range of their mutual attractive forces They 
move, therefore, m straight lines. Also, their kinetic energy 
is so great that even if, when they collide with one another, 
they unite, they will immediately separate again 2 In other 
words, when the molecules of a gas collide they re-evaporate as 
rapidly as they condense Owing to the tangential component of 
the force of impact, a rotary motion will be imparted to each 
molecule, and will probably vary in angular velocity and direc- 
tion after each successive impact The result of this irregular 
rotation will be that the attractive force that is exerted by the 
molecule will tend to be distributed uniformly, even although 
the field of force of the molecule itself may be definitely polar m 
character 

Owing to the vigorous movement of the molecules along their 
mean free paths and about their constantly changing axes of 
rotation, the properties of a gas are the same m all directions 
The molecules being so far apart, the gas entirely lacks cohesion , 
in fact, owing to the kinetic energy of its molecules, it tends to 
expand uniformly in all directions, exerting a pressure upon 
the walls of the container 

As the temperature falls and, therefore, the mean kinetic 
energy of the molecules becomes less, they evaporate less 
readily, owing to the restraint that is imposed upon them by 
the force of molecular attraction. At a low enough tempera- 
ture — the condensing point — the molecules condense upon eacET^ 
other more rapidly than they re-evaporate, and the gas 
becomes liquid. 

In the liquid state, the molecules are separated by distances 
that are of the order of the length of the molecular diameter. 
The intermolecular force of cohesion, which approximately 
varies inversely as the fourth or fifth power of the distance, 
rapidly assumes high values. Consequently the liquid possesses 
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’tensile strength, and, because of the pull of this cohesive force 
upon the surface molecules, it possesses surface tension, which 
distinguishes it from a gas or vapour Molecules also now 
move m curved paths, and rotate less actively, so that, if 
polarised, they tend to exercise then mutual attractions more 
strongly m some directions than m others Thus m the liquid 
state, we sometimes observe beginnings of a crystalline be- 
haviour, as shown m the optical properties of liquid crystals 

With further cooling, the molecular velocity diminishes still 
further, and the force of cohesion draws the molecules more 
closely together The intensity of this force increases rapidly 
as the mtermolecular distance diminishes Ultimately the 
molecules are so close together that they can no longer move 
freely past each other The substance is no longer a liquid or 
even plastic, but now becomes a rigid solid At the same time, 
the relatively sluggish movements of the molecules produce 
little or no rotary motion, and the molecules adopt a polarised 
arrangement, forming definite space-lattice arrangements Such 
a crystalline substance will have properties that vary along dif- 
ferent axes to an extent that depends probably upon the polar 
character of the forces exerted by the constituent molecules 

Thus the structure of matter depends partly upon the 
structure and character of the molecules of which it is made up, 
and partly upon the energy of their motion The physical 
state, and m some cases the particular crystalline structure, of 
a substance, can be changed by modifying the movements of 
the molecules, through alterations of temperature or pressure. 

Heterogeneous Systems 

4 heterogeneous system 3 consists essentially of one or more sub- 
stances, co-existing m intimate contact m two or more different 
physical states or ce phases,” accordmg to the temperature, 
and pressure, and the relative concentrations in which the sub- 
stances occur m each phase As these three factors — tempera- 
ture, pressure and concentration — are altered, so the physical 
state of each substance will change The conditions of equi- 
librium between the different phases can be defined by means 
of the phase rule. These conditions are determined ultimately 

1 — 2 
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"by the energy with which the molecules of each component are c 
moving m the different phases This molecular kinetic energy 
m its turn is dependent upon the temperature and pfessure of" 
the system and the concentrations of the different molecules 
m each phase The more completely the values of these three 
factors are defined, the more restricted will the freedom of the 
system be 

So far we have assumed that the physical state of any sub- 
stance can be completely defined by stating its temperature, its 
pressure, and its chemical composition This is, however, only 
true so long as the surface of the substance is not unduly curved 

Molecules that are situated m the interior of a substance — 
that is to say, more than the distance of a molecular diameter 
from the actual surface — are completely surrounded by other 
molecules On the other hand, molecules that are situated at 
the actual surface of a liquid or solid are only partially sur- 
rounded by the adjacent molecules The force of attraction, 
therefore, between these surface molecules and their immediate 
neighbours will possess a resultant that will be directed inwards 
normally to the surface at that point The attractive force of 
the molecule is only partially exercised, so that the balance is 
available for attractmg to the surface of the substance liquid or 
gaseous molecules of the same substance that may come 
sufficiently close to it Thus the substance possesses surface 
tension, and, by virtue of the residual attractive force exercised 
by the surface molecules, it can grow by the condensation of 
vapour upon it, or by crystallisation from the saturated solution 
in which it is immersed. The residual surface attraction may 
be exerted upon molecules of other substances to produce the 
phenomena of adsorption 

So long as the radius of curvature of the surface at any point 
does not approach molecular dimensions, the surface tension 
and the surface energy will vary only according to the intensity 
of the intermolecular force of attraction of the molecules of the 
substance that is to say, will be directly proportional to the 
temperature, pressure and chemical composition of the substance 
— and will, therefore, not exercise any disturbing influence upon 
the conditions of equilibrium as they are defined by the phase rule 
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When, however, the radius of curvature of the surface at any 
point approaches molecular dimensions, the spatial arrange- 
ment ofijbhe surface molecules and then immediate neighbours 
m the interior will be modified to an extent that will depend 
upon the actual radius of curvature This can be seen from a 
consideration of the spatial arrangement of molecules at a 
plane surface and at a curved surface, m which the radius of 
curvature is a small multiple of 
the molecular diameter If we 
assume the surface of a molecule 
to be identical with its sphere 
of attraction, and, further, 
assume the molecules to be 
unpolansed, so that then attrac- 
tive force may be considered to 
be exercised uniformly in all 
dnections, then we can see from 
the spatial arrangement of the 
surface molecules that the 
amount of the surface of each 
surface molecule that is free 
and unattached to the adjacent 
molecules is less at a concave 
surface, more at a plane surface, 
and greater at a convex surface, 
to an extent that clearly de- 
pends upon the relation between 
the radius of curvature of the 
surface and that of the con- 
stituent molecules The differ- 
ence is represented very diagrammatically m Fig 1, where (A) 
represents the molecules of a convex surface, (B) those of a 
plane surface, and (G) those of a concave surface Actually, 
of course, the arrangement shown in this diagram will be 
modified to some extent by the movements of the molecules, 
and by their shape and orientation 

Clearly, molecules situated in such highly curved convex 
surfaces tend, because of their spatial arrangement, to be more 
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Fig 1 — The ariangement of molecules 
at plane and curved surfaces 
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loosely held to the substance At a given temperature or r 
pressure, therefore, they will pass the more readily from the 
solid into the liquid or from the liquid into the r gaseous- 
condition Consequently a small particle or droplet, whose 
radius approaches molecular dimensions, will have a lower 
surface tension, a lower melting point and a higher vapour 
pressure At the same time, because it will be correspondingly 
more difficult for condensation or crystallisation to proceed at 
such a surface, owing to the increased tendency to volatilisation, 
fusion or solution, the general result of this change in the dis- 
tribution of the energy of the surface molecules will be that 
the conditions of equilibrium m heterogeneous systems, m which 
the phases are bounded by surfaces of such small radii of 
curvature, cannot be completely defined by the phase rule 
Similarly at a highly curved concave surface of any substance 
the melting point and the boiling point will be correspondingly 
raised 

Such heterogeneous systems are extremely common both m 
natural and in industrial processes, and are generally produced 
by distributing one phase m a very finely divided condition m 
another phase, as, for example, the gold m ruby glass, the fat 
globules m milk, and the liquid or solid particles of a smoke 
Such heterogeneous systems, m which one or more substances 
(known as the disperse phase) are distributed uniformly (dis- 
persed) m another continuous phase (called the dispersion 
medium), are known as disperse systems From the circum- 
stance that the first disperse systems to be studied were of a 
gluey nature, disperse systems are commonly known as colloidal 
systems, or, more briefly, colloids (Greek, holla , glue, and eidos, 
form, appearance) 


Disperse Systems 

The structure of a disperse system necessarily depends upon 
the physical character of the substances of which the two 
phases consist In comparing the molecular structure of gases 
with liquids and with solids, it is convenient to speak of liquids 
as more c ‘ condensed ” than gases, and less “ condensed 5J than 
solids The more condensed the molecular structure of a given 
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substance becomes — that is to say, the more closely its mole- 
cules are drawn together — the greater will be its density, surface 
tension #nd viscosity 

The absolute values of these properties will depend upon the 
characteristic mass and the force of molecular attraction of the 
molecules of the particular substance, as well as upon its degree 
of condensation 

If the dispersion medium is more condensed than the disperse 
phase, the structure of the disperse system will resemble that 
of a sponge — e g , pumice stone, m which the disperse phase is 
gas, and the dispersion medium is solid , a jelly, m which the 
disperse phase is liquid and the dispersion medium solid , or a 
foam, m which the disperse phase is gas and the dispersion 
medium liquid 

If the dispersion medium is less condensed than the disperse 
phase, the structure will be that of a suspension — e g , smoke, m 
which the disperse phase is sohd and the dispersion medium a 
gas , mist, m which the disperse phase is liquid and the dis- 
persion medium gas , muddy water, in which the disperse 
phase is sohd and the dispersion medium a liquid 

If the degrees of condensation of the disperse phase and the 
dispersion medium are but little different from one another, the 
two may be interchangeable, and an emulsion type of structure 
will result, m which A may be dispersed m B, or B m A, accord- 
ing to their concentrations, without affecting the fundamental 
character of the structure — for example, lanolme (water m oil), 
mayonnaise (oil in water), frozen emulsions (solid m sohd) It is 
practically impossible to obtain a gaseous emulsion, smce gases 
are miscible m all proportions. Such a structure may possibly 
be obtained at high pressures and low temperatures, owing to the 
Smaller intermolecular distances and the degree of association 
of the molecules 

It is impossible to define the equilibrium conditions of such 
disperse systems by ordmary phase rule methods, for, m 
addition to the three variants — temperature, pressure and con- 
centration — it is found that the degree of dispersion and the 
electrical condition of the disperse phase profoundly influence 
the stability and the general properties of the system In a 
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fine mist of water particles suspended in water vapour, for 
instance, the vapour tension of the water particles depends not 
only upon the temperature and pressure, but also varies with 
the size of the particles It can also be modified by charging 
the particles electrically, or by surrounding each particle with 
a film of oil or with a layer of adsorbed gas 

Aerosols 

Disperse systems, m which the dispersion medium is a gas or 
a vapour, may consist of one component — e g , a fine mist of 
liquid water suspended m water vapour — or of two or more 
components — e g , metallurgical fumes The disperse phase 
may be liquid, as m cloud, mist or spray, or it may be solid, as 
m a dust-cloud, or a luminous gas flame 

Such familiar natural phenomena as dust, fog, cloud, mist, 
haze, fume, smoke, are essentially disperse systems m which a 
solid or liquid substance is dispersed m a gas — m most cases, 
the atmosphere The use of so many different words to denote 
naturally or commonly occurring disperse systems, which differ 
m circumstance rather than m character, leads to a somewhat 
confused nomenclature None of these terms is sufficiently 
comprehensive to include all disperse systems in gases. The 
term 44 gaseous dispersoid 55 suggests that the disperse phase 
is gaseous rather than the dispersion medium 44 Aerosol ” 
is the most satisfactory term, and is analogous to the 
accepted term 44 hydrosol,” denoting disperse systems in water 
Throughout this book it will be convenient to use this term 
and further to denote as 44 clouds,” or 44 cloudy aerosols,” those 
systems m which the particles are too large to exhibit Brownian 
motion at the ordinary temperature and pressure The more 
highly disperse systems will be called 44 smokes/ or 44 smoky 
aerosols ” 

The properties of aerosols differ m several important respects 
from those of disperse systems m liquids or solids In the first 
place, owing to the relatively small viscosity and specific gravity 
of gases, the liquid or sohd particles of the disperse phase tend 
to settle more readily from the system under the influence of 
gravity or centrifugal force In the second place, the molecules 
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of a gas move with much greater freedom and in longer paths 
than do those of liquids or solids , consequently the amplitude 
"of the Bipwman motion of the particles is very much greater m 
an aerosol than m other disperse systems This tends to 
increase the rate at which particles collide to form aggregates. 
Finally, m a given aerosol some particles of the disperse phase 
may be electrically neutral, while at the same time others may 
be charged either positively or negatively In a liquid or solid 
disperse system, all the particles are charged with the same sign. 
In all these respects, it would seem that an aerosol should be 
very much less stable than other forms of disperse systems 
Experience has shown, however, that aerosols can be formed 
possessing a degree of stability comparable with that obtained 
m liquid systems 

Owing to the comparatively simple open structure of the 
gaseous dispersion medium, aerosols are structurally the sim- 
plest form of colloidal system with w T hich we have to do The 
relatively high specific gravity of the disperse phase and the 
greater amplitude of the Brownian movement make it im- 
possible to obtain very concentrated systems Such systems 
tend to flocculate readily to form a kind of aerogel 

Aerosols afford an almost ideal opportunity for studying the 
mechanism of Browman movement By increasing or diminish- 
ing the pressure of the gas, the concentration of the gas mole 
cules and, therefore, the character and intensity of the molecular 
bombardment to which the suspended particles are subjected, 
can be varied throughout wide ranges 

From the ultramicroscopic investigation of very dilute aero- 
sols, obtained by the interaction of two highly diluted gases — - 
e g , NH 3 and HC1 — or by the photochemical decomposition of 
a diluted vapour such as amyl nitrite, valuable information can 
be obtained relatmg to the condensation of vapours and the 
formation, motion and growth of the most minute liquid and 
solid particles 

The investigation of the electrical properties of aerosols is 
simplified by the relatively simple electrical character of ionised 
gases as compared with liquids or solids 

Similarly, m their optical, thermal and chemical properties, 
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aerosols, although m the mam resembling other disperse^ 
systems, yet, owing to the low density and viscosity of the dis- 
persion medium, possess properties that are peculiarly their 
own The study of aerosols increases our knowledge of the 
colloidal condition of matter, and throws considerable light 
upon the properties and behaviour of gases and vapours. 
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CHAPTER II 

THE FORMATION OF AEROSOLS 

The methods by which aerosols can be formed may be 
divided conveniently into — 

I Dispersion processes 
II Condensation processes 

I. Dispersion Processes 

In dispersion processes, the solid or liquid substance is dis- 
integrated by mechanical means — by grindmg or splashing, or 
by explosive disruption — and at the same time is projected into 
a relatively large volume of a gas, with which it becomes inti- 
mately mixed. In this way are produced the dusty air of a 
flour mill, the spray that drifts about a waterfall, and the fine 
dust cloud that is formed during a volcanic eruption 

(A) The Mechanical Dispersion of Solids. — In all processes of 
mechanical disintegration, the different particles mto which the 
substance is divided have to be torn asunder against the force 
of cohesion. The amount of work that is performed agamst 
the force of cohesion is directly proportional to the area of new 
surface that is formed — that is to say, it is proportional to the 
increase in the specific surface of the product In whatever 
way this work is performed, the energy that is expended appears 
as heat, and the temperature of the product is raised It is not 
pSssible to obtain a high degree of dispersion — greater than 
10” 4 cm. — by ordinary grinding processes Disintegration may 
be accomplished by shearing and tensile stresses gradually 
applied, as m attrition mills, or by a crushing pressure applied 
gradually by means of rolls, or by sudden blows, as m impact 
machines of the disintegrator type. 

The efficiency with which the apphed stress can act will 
depend upon the rigidity with which it is received by the pieces 
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of substance that are to be broken As the particles gradually^ 
become smaller, they form a loose dust or paste, according to 
whether the grinding process is dry or wet, that yields more and-* 
more to the applied stress, so that the crushing effect is in- 
creasingly diminished There comes a point, therefore, m all 
crushmg operations at which the accumulated debris is fine 
enough to accommodate itself to the applied stress without the 
individual particles actually being stressed beyond their elastic 
limit The rigidity of the mass is then too low for further 
crushmg stresses to produce any effect. 

The rigidity with which a fragment of material -resists an 
impact depends also upon the velocity of the impact When 
a stress is applied slowly, the yielding and fracturing of the 
substance absorbs the energy of the stress, and softens the force 
of the pressure, before it has extended to the more remote 
portions of the piece of material. If the velocity of the impact 
is such that the rate at which the stress is applied exceeds the 
rate at which deformation occurs, the substance possesses 
rigidity, by virtue of which the effect of the blow is trans- 
mitted to the most distant parts of the substance 
In most substances, the rate at which the stress is transmitted 
will not be equal m all directions, owing either to irregularities 
of shape — so that the blow itself is not uniformly distributed 
at the surface of impact — to abrupt changes m chemical com- 
position, or to differences m the physical properties along 
different axes Consequently the effect of the stress is con- 
centrated in certain directions, producing cracks and splitting 
The more rapidly the blow is delivered, the more complete 
and far-reachmg will be the shattering effect — that is to say, 
the higher will be the degree of dispersion of the product. The 
finest degree of disintegration is obtained with machines of the 
impact type. In an impact machme, the relatively coarse 
particles are subjected to a high velocity stress just when, 
owing to their size, they are best able to offer a rigid resistance 
to it. Thus a high shattering efficiency is obtained 
In the Plauson mill, an impact delivered at the rate of 
40 metres per second effectively reduces most substances to 
colloidal proportions. In this mill, the disintegrating action 
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of the impact is reinforced by the presence of an excess of a 
suitable liquid, which, by reason of its rigidity, transmits the 
force of Mie impact to all parts of the surface of the particle, 
and also serves as a dispersion medium and effectively stabilises 
the disperse phase as it is formed The liquid also absorbs 
the heat that is produced, and, owing to its greater mass, 
prevents the undue heating of the product In the absence 
of such a liquid, the heating of the particles would tend to 
make them seize together, and thus reduce the degree of dis- 
persion With many substances the heating would destroy 
some particular quality 

Aerosols may be produced with the aid of a Plauson or other 
colloid mill by reducmg the solid substance to colloidal pro- 
portions m a suitable volatile liquid, and then, by spraying this 
colloidal solution m warm air or othfer suitable gas, remove the 
dispersion medium by evaporation and obtain a solid-gas 
aerosol 1 Similarly, solid-gas aerosols may be obtained m this 
way by the evaporation of finely atomised, molecular solutions 
of the solid m a suitable solvent 

With a perfectly rigid substance and a sufficiently rapid 
impact, uniformly applied, the kinetic energy of all the mole- 
cules should be increased almost instantaneously and by an 
equal amount, so that the substance should become plastic 
and yield, or melt and spread as a liquid spreads m such 
circumstances, and then congeal again as soon as the added 
energy had all been used up m performing the extension of 
surface Something of this sort seems to occur when pro- 
jectiles penetrate armour plate, the form that is assumed 
by the metal that is displaced by the projectile being identical 
with the form of the splash that is raised on the surface of a 
liquid, such as water, when a round, rough stone is dropped 
into it 2 

Explosive Disruption. — Certain substances — e g , oxalates and 
salt crystals containing enclosed liquid, decrepitate when 
heated — that is to say, are blown to pieces by the accumulated 
pressure of the gas or water vapour that is generated within 
them 3 When the solubility pressure of a saturated solution of 
a gas m a liquid is suddenly diminished — for example, when 
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molten silver saturated with oxygen solidifies quickly, or when 
molten volcanic magma saturated with steam at a high 
pressure is suddenly exposed to the ordinary atmospheric 
pressure — effervescence occurs with explosive violence, and the 
liquid or solid solvent is dispersed throughout the surrounding 
atmosphere In some volcanic eruptions, a prodigious amount 
of fine dust is projected into the upper atmosphere, where it 
may remain suspended for years 

It has been shown that there is a close connection between 
the proportion of enclosed liquid and the degree of dispersion 
that is obtained. 4 When a sodium chloride crystal, containing 
0*08 per cent water, was decrepitated by heat, practically none 
of the resulting particles were able to pass a 30-mesh sieve 
Salt containing 5 per cent water gave a powder, of which 
44 per cent, passed a 30-mesh sieve, 12 per cent passing a 
120-mesh sieve With barytes crystals the effect was even 
more marked ; with 0 04 per cent, contained water only 14 
per cent of the powder passed a 30-mesh sieve, while with 
0*45 per cent water 94 per cent passed 30-mesh, of which over 
30 per cent was less than 120-mesh. This process has been 
employed to separate a decrepitating mineral, such as barytes, 
from impurities, such as blende, galena, pyrites and quartz, that 
do not decrepitate when heated 

The most complete dispersal of a dry solid is produced by 
detonation. An enormous amount of energy is applied, com- 
paratively uniformly and practically instantaneously The 
force of disintegration carries the particles apart, and tends to 
prevent their recombination 

A very fine smoke can be obtained by detonatmg a liquid or 
solid with a blasting cap During the Great War substances 
such as diphenylchlorarsme were fired m a shell and detonated 
to produce a very penetratmg toxic smoke 

Smoke clouds were frequently produced by the detonation of 
hygroscopic substances — e g , SnCl 4 , SiCl 4 , oleum. Atmospheric 
water vapour rapidly condensed upon the dispersed particles, 
producing a dense cloud 

When a substance, whether solid or liquid, is detonated, it is 
subjected to the impact of an extremely high velocity gas 
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•pressure wave It spreads violently m all directions, with 
sufficient velocity to overcome the force of cohesion, and the 
•substance assumes the form of spray or dust 

(B) The Mechanical Dispersion of Liquids. — It is compara- 
tively easy to disintegrate a liquid, owing to its relatively low 
viscosity When a liquid is projected rapidly against a sohd, 
liquid or gaseous surface, it is stretched from the pomt of 
impact, until the resulting tension exceeds the surface tension 
of the liquid The specific surface of the liquid is enormously 
increased, and the condition of the liquid becomes unstable ; 
consequently it breaks mto numerous drops, each possessing a 
smaller specific surface and, therefore, greater stabihty 
Similarly, if a liquid is distributed m the form of a number of 
fine threads — e g ., by being forced through a perforated plate — 
the threads become unstable if their length exceeds three times 
the diameter, and they break up into a series of spherical 
drops 

Many sprays have been designed for reducing liquids such as 
water, oil, liquid metals, to a fine mist These all depend for 
their action upon a sudden and violent collision between a jet 
of the liquid and either a solid surface (generally movmg 
relatively at a high speed — e.g , a rapidly rotating disc), a second 
jet of the liquid itself, or a jet of compressed gas. In a similar 
way, a bubble film breaks up into fine droplets when the bubble 
bursts, as m the formation of a mist during effervescence 

In all these methods, the degree of dispersion that is obtamed 
with a given spray producer depends upon the velocity of 
impact — i e , the energy of dispersion — the viscosity of the 
liquid, and its surface tension and density. The success of any 
spraying action obviously depends upon the speed with which 
it* can be completed An increased viscosity not only delays 
the extension of the liquid, but also retards the action of surface 
tension m bringing about the segmentation of the extended 
liquid into drops. Long before dispersion has been completed 
the liquid may have fallen to the ground Since relatively a 
much greater amount of energy is absorbed in extending the 
surface of a liquid of high viscosity, much greater pressures are 
required to produce a given degree of dispersion, 
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The lower the surface tension, the less will be the amount oh 
energy that is used up m extending the liquid, and therefore, 
other things being equal, the further will the surface bwxtended 
by a given impact 

Similarly, the lower the density of a liquid, the further will it 
extend m response to a given impact 

The degree of dispersion that can be produced with a given 
expenditure of energy by spraying, therefore, can be increased 
by reducing the viscosity — e g , by raising the temperature, or 
by diluting with a liquid of comparatively low viscosity — or by 
lowering the surface tension — e g , by the addition of a substance 
like saponin to an aqueous salt solution If these alterations 
are impracticable, it will be necessary to increase the velocity 
of impact at the surface of the jet 

II. Condensation Processes 

When any substance is steadily heated, the amount of kinetic 
energy possessed by each molecule of the substance gradually 
increases. The molecules move more swiftly, ahd tend more 
and more to overcome the attractive forces that hold them 
together. The solid expands The molecules become like ships 
that drag their anchors m a crowded harbour — the substance 
melts The molecules put out to sea — the substance evaporates 
In the gaseous state, all the molecules can be considered to be 
moving separately and freely along relatively long, mean, free 
paths. 

In this condition, the substance occupies its maximum 
volume Its total surface consists of the sum of the surfaces 
of all its molecules, and is thus the maximum surface possible 
All molecules belong to the surface , none are internal and 
remote from the surface In the gaseous state, therefore, the 
substance attains maximum chemical activity, partly because 
all the molecules are available almost simultaneously and 
partly also because each molecule in the gaseous state possesses 
a maximum content of kinetic energy. Further, the molecules 
are too far apart to be restricted by any of the intermolecular 
forces to which the characteristic surface condition of a liquid, 
or the tensile strength and rigidity of a solid, are due. This 
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change of state and increased activity are only made possible 
by increasing sufficiently the kmetic energy of the molecules 

If, now, we withdraw energy from a gas — for example, by 
coolmg it gradually or by expandmg it suddenly — we shall 
dimmish the stock of kmetic energy possessed by each separate 
molecule They will move more slowly, so that when they 
collide the attractive forces will tend more and more to over- 
come the force of rebound , ultimately, if the withdrawal of 
energy be carried far enough, the force of mtermolecular attrac- 
tion will reassert its ascendency, and throughout the whole 
volume of the contracting vapour there will be a strong ten- 
dency to liquefaction 

In a homogeneous system, it is very difficult to induce a 
change of state, as, for example, the crystallisation of a salt 
from a supersaturated solution. Some point of singularity, 
some nucleus or free surface, is necesserv to act as a centre, from 
which the change can spread A gas may be cooled until it 
has become a highly supersaturated vapour, and yet not con- 
dense to liquid if there are not suitable condensation nuclei 
present 5 In such circumstances, progressive condensation 
occurs upon the walls of the containing vessel In the presence 
of suitable nuclei, however, condensation occurs upon them 
simultaneously throughout the entire volume of the gas 

Such condensation nuclei may be dust particles, smoke 
particles, or complex or simple gaseous ions They may be 
present m the gas before it is supersaturated, or they may be 
introduced or formed m situ during or after supersaturation 
The condensation of a vapour upon such suspended nuclei pro- 
duces a cloud or mist The character of the cloud will vary 
very much according to the number, size and nature of the 
nuclei, and whether they are all present initially, or are produced 
durmg the reaction In general, it may be said that a gas can 
readily be supersaturated, but that cloudy condensation will 
not occur in the absence of sufficient suitable condensation 
nuclei In the absence of such nuclei, condensation will ulti- 
mately occur abruptly at a much higher degree of super- 
saturation, with the formation of large drops 

The formation of an aerosol by condensation may be accom- 
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plished by cooling either a pure vapour or a mixture ot one or-, 
more vapours and gases , e g , dry steam as it expands may 
become wet steam — an aerosol of water m water vapour — or^ 
air saturated with water vapour may become a cumulus cloud 
or a fog — an aerosol of water m saturated air 
In every case, condensation is the spontaneous result of the 
withdrawal of energy from the system Unlike dispersion pro- 
cesses, therefore, which are essentially forced processes, requiring 
the expenditure of energy, condensation processes occur spon- 
taneously When once a condensation process has begun, it 
is difficult to arrest it The particles grow rapidly by further 
condensation or by coalescence, and, unless this can be arrested 
m some way, the aerosol will, if a liquid, soon ram itself out, or, 
if a solid, become flocculated 

In studying the formation of aerosols by condensation pro- 
cesses, it will be well to commence with a simple and familiar 
example, the condensation of water vapour m air 

The Condensation of Atmospheric Water Vapour. — A vapour 
may be cooled to saturation either by bringing it into contact 
with a relatively cold surface, whether solid, liquid or gas 
(surface cooling), or by expanding it adiabatically (volume 
cooling) 

Surface Cooling is necessarily limited to the surface of contact 
with the cold substance Condensation occurs upon the cold 
surface, and, therefore, if the surface be a continuous one — % e , 
solid or liquid— without the formation of an aerosol. If the 
cooling surface be gaseous, as, for example, when a mass of 
warm, humid air mixes with a mass of cold air, supersaturation 
may occur at the surface of contact, and spread gradually 
through the mass as the gases mingle The vapour would con- 
dense upon any suitable nuclei that were present m either mafts 
of gas. 

Occasionally surface cooling may simulate volume cooling 
by occurring at many points simultaneously throughout the 
volume of the gas — for example, when warm, humid air is dried 
by being sprayed with ice-cold brine or water, water vapour 
condenses upon the minute droplets of the cold spray. Also 
when warm, humid air, contaimng suspended dust particles, 
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•drifts slowly along the ground after a warm day, the dust 
particles lose heat by radiation more rapidly than the surround- 
ing air, and become relatively cold, so that water vapour con- 
denses upon them to form a mist Actually these are both 
instances of surface coolmg, but, occurring at many points 
simultaneously throughout the volume of the gas, might at 
first sight be mistaken for volume cooling 6 

Volume Cooling by Adiabatic Expansion. — When the pressure 
upon a volume of air (V x ) is decreased, the air expands to a 
volume (V 2 ). To effect this expansion, which involves the 
performance of work, and, therefore, the expenditure of energy, 
a part of the heat energy of the air is utilised, and if the gas 
expands so slowly that heat energy flows m from outside as 
quickly as it is expended inside in doing the work of expansion, 
then the temperature of the air will remain constant throughout 
(isothermal expansion) If, however, the expansion be per- 
formed suddenly, or if the containing vessel be thermally 
insulated, then the temperature of the air will be lowered by the 
expansion by an amount that will be proportional to the 
amount of work done 

The degree of cooling will be directly proportional to the 
degree of expansion — that is, to the ratio 


If, now, the air originally be saturated with water vapour, 
then this coolmg of the air produces supersaturation to an 

V 

extent which also is proportional to y- 2 

Commencing with air saturated at a temperature T x = 20° C , 
the degree of cooling (T x — T 2 ) and the degree of super- 
saturation (S) produced by given expansion ratios yr 


are 


shown in Fig. 2. 


S 


Cl 

c. 


, where C 2 is the concentration of water vapour m the 


air at the final temperature T 2 , and C x is the concentration of 
water vapour in the air immediately before expansion 

The initial pressures are chosen so that, after expansion, the 
pressure of the gas shall be 760 mm. 


2—2 
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After the expansion is completed, and if suitable nuclei are^ 
present, vapour rapidly condenses upon the nuclei 

As condensation proceeds the degree of super&aturation 
dim inishes and the temperature of the vapour steadily rises, 
owing to the liberation of the latent heat of condensation, until 
the vapour is just saturated at the temperature that is then 
reached, the equilibrium temperature Condensation then 
ceases This equilibrium temperature (t') for different degrees 

of expansion is also 
shown m Fig 2 
Nuclei Necessary. 
— If the air and 
water vapour be 
entirely freed from 
condensation 
nuclei — for ex- 
ample, by filtration 
through a plug of 
cotton w r ool — no 
condensation 
occurs until the 
expansion almost 
reaches 1 25 — i e , 
a supersaturation 
of nearly 4*2 times. 

Ordinary unfil- 
tered air contains 
an enormous 
number of condensation nuclei — dust particles, positive and 
negative gaseous ions, smoke particles, etc. Consequently con- 
densation occurs readily at lower degrees of supersaturation. 

If such dusty air be expanded once or twice, and the cloud 
that is formed be allowed to settle, it will deposit all the par- 
ticles that served as condensation nuclei at these low expansions. 
It will then no longer be possible to obtain cloudy condensation 
at expansions below T25 

For expansions varying from 1*25 (S = 4*2) to 1*28 (S = 5*0) 
some condensation occurs m the form of fine ram. 



Flu 2 — Variation of maximal cooling temperature 
t 2 , equilibrium temperature t’, supersatuiation 
S, with ratio of volumes V 2 /Vi m the case of 
condensation of water vapoui by adiabatic 
expansion 
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Between expansions 1*31 and 1-34 (S = 5*8 to 6*8) more fine 
ram by condensation is obtained The size of the drops m this 
condensate varies throughout the process of condensation, but 
m general it varies from 0*2 mm radius (200/x), whenS = 4 2, 
to about 0-02 mm. (20 \j) radius, when S = 6 8 (1 mm = 1,000/x 
= 1,000,000 fi[x) About one hundred drops are present per 
cubic centimetre at the moment of formation. Such drops 
sink to the bottom of the vessel m about one second 


When S = 8, = 1*4^, the condensation becomes fog-like, 

and when S = 12, = 1-43^ , the condensation begms to 

become coarse agam, and steadily becomes coarser as S in- 
creases When S = 12, the radius of the drops is about 06 /x. 

Influence of the Character of the Nuclei upon the Condensation 
Process. — These well-defined variations m the character of the 


condensation process are due to the specific action of different 
kinds of condensation nuclei As these nuclei may differ m 
shape, m chemical character, or m electrical charge, the precise 
degree of supersaturation at which vapour will condense upon 
them will be determined by the properties of the particular 
nuclei that are present In the absence of nuclei, it is im- 
possible for condensation to occur, except at extremely high 
degrees of supersaturation 

It has been shown that the vapour pressure of a liquid may 
be greatly modified according to the curvature of the surface 
of the liquid At a given temperature, the vapour pressure at 
a convex liquid surface of a sufficiently small radius of curva- 
ture is greater, while that at a concave surface is less, than 
that at a plane surface Clearly, therefore, a vapour will con- 
dense more readily upon a porous nucleus — concave surface 
— than upon a convex one 

Little is known about the actual shape of nuclei, but it is 
reasonable to assume that liquid nuclei are spherical and, there- 
fore, have a convex surface, while solid, crystalline nuclei may 
present a series of plane surfaces to the vapour, or, if irregularly 
crystalline or amorphous m structure, may at some pomt be 
concave Vapour will condense more readily upon an irregular 
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particle — e g , a dust particle — than upon one more regular or 
continuous 

The vapour pressures (p) above a plane surface,' and (p') 
above a curved surface whose radius of curvature is (r) are 
related to each other and to (r) by the expression 7 — 


Log 


P_ 

P 


(1) 


where a is the surface tension of the liquid, 
p is the density of the liquid, 

R is the gas constant, 
and T is the absolute temperature 



The values of — for different values of r are plotted in curve 

p c 

A, Tig. 3, assuming that the surface is convex, and that p\ 
therefore, is greater than p Tor a concave surface p l would 

be less than p , so that would possess values less than 1, and 

the curve would be mverted. 

At a plane water surface at 0° C the vapour pressure p is 
6,000 dynes per square centimetre. Tor a water droplet of 
radius fi, the vapour pressure at 0°0 , p f is 6,007-3 dynes 
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■per square centimetre — a negligible difference We see from 
the curve, however, that, when the value of r has become 
v' 

1 6 ju ip , — = 2 — that is, p' is twice as great as p As the radius 

is further diminished p' increases with increasing rapidity 
Clearly, therefore, such small droplets would evaporate 
extremely rapidly at ordmary degrees of supersaturation Con- 
versely, it is impossible for vapour to condense upon them, 
unless the degree of supersaturation — that is to say, the density 
of the vapour — is very high In the absence of nuclei, there- 
fore, it is impossible for droplets to form, % e , for condensation 
to occur, unless, perhaps, at supersaturations of 8 or more, 
molecular aggregates exist of radius not less than 0 6 /up 
(At such extreme values of the curvature of the surface it 
is probable that the surface tension has a different value from 
that of a plane surface If we assume that a is diminished for 

p f 

a convex surface of such small radius of curvature, then log — 

is diminished, and consequently the value of ^ is smaller — that 

is, the increased vapour pressure of the droplet may not mcrease 
quite so rapidly at extremely small values of r ) 

To mduce condensation, therefore, it is necessary to introduce 
suitable nuclei that will reduce the pressure of the vapour at 
their surfaces Such nuclei may be — 

(a) Inert particles possessing plane surfaces, the vapour 
pressure at such a surface bemg equal to p , and, therefore, lower 
than the pressure of supersaturated vapour. 

(b) Inert particles possessing porous surfaces, such that the 
radius of curvature of the pores is less than 1 p — the value of r, 
at* which for a concave surface, the pressure of the vapour 
begins to be less than at a plane surface. Clearly, once a film 
of vapour molecules has formed by adsorption, vapour will 
condense upon such a surface, even although it be unsaturated, 
and as the radius of curvature of the pores is further diminished 
it will condense readily upon the pore surfaces, even from vapour 
at pressures far below its saturation point 

(c) Inert particles carrying an electrical charge — e g , ionised 
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gas molecules The presence of an electrical charge on ther 
surface of a liquid opposes the surface tension, and, therefore, 
diminishes the vapour pressure, to an extent that js propor- 
tional to the fourth power of the drop 

For charged liquid surfaces 

, p' _ 1 /2c> c 2 \ 

l0g p _ RTp { ? 877? v ( ' j) 

where c is the quantity of charge per square centimetre of 
surface 8 

v r 

The relation between ™ and 7 for charged droplets is shown 
m Fig 3, curve B 

w 

For a droplet of radius r, carrying unit charge, — = 1, so that 

T 

the vapour pressure of the charged drop is just equal to that of 
a plane liquid surface If more vapour were to condense upon it, 
r would increase, and its vapour pressure would rapidly increase 
until, at a radius of 0 63 pp, the vapour pressure would reach a 
maximum, p' being about four times as great as p Condensa- 
tion is, therefore, impossible upon such charged droplets, if the 
radius is less than 0 63 pp 

Condensation is only possible if the vapour pressure dimi- 
nishes as r increases — that is, when r is greater than 0*63 pp 

The pressure at which condensation to form a charged drop- 
let first becomes possible, therefore, is that corresponding to 
radius r m This is 4*2 times that above a plane surface, a value 
which corresponds well with that obtained experimentally. 

It is difficult to understand why, at a supersaturation of 4 2, 
water vapour condenses exclusively upon the negative 10 ns, 
and, at a supersaturation of 6, upon positive 10 ns. It would 
be more reasonable to expect that condensation would occur 
more readily upon positive ions, since these are generally the 
larger and condensation occurs more freely the larger the 
particle Other vapours generally condense more readily upon 
positive 10 ns. Apparently the anomalous behaviour of water 
vapour is due to some specific relationship between the character 
of the molecules of the vapour or of the “indifferent 5 ? gas and 
the size of the electrical charge In this connection, it is 
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interesting to note that, when ultra-violet light passes through 
air, it ionises the constituent gases, and at the same time pro- 
duces traces of such hygroscopic compounds as NH 3 , H 2 0 2 , 
NO 2 , etc These form good nuclei for the condensation of 
water vapour 

(d) Substances that have a strong chemical affinity for the 
vapour With water vapour, for example, hygroscopic sub- 
stances such as NaCl, S0 3 , combine with molecules of the 
vapour to form droplets possessing a lower vapour pressure, 
upon which more vapour easily condenses, even at low degrees 
of supersaturation — m fact, from unsaturated vapour Drop- 
lets so formed have a permanently lowered vapour pressure 
although it increases slightly as the drop becomes diluted by 
further condensation Such droplets, therefore, remain stable 
even when the air has become unsaturated. Atmospheric 
water vapour condenses to form a mist or cloud, because of the 
presence of hygroscopic nuclei — e g , NaCl, S0 3 — m the atmo- 
sphere The stability of a city fog, often m a highly unsaturated 
atmosphere, has been attributed to the lowered vapour pressure 
of the droplets, owing to the presence of H 2 S0 4 dissolved m 
them 

Degree of Dispersion. — The actual amount of water vapour 
that is condensed as the result of a given expansion is deter- 
mined by the degree of supersaturation The number of droplets 
formed, and, therefore, their average size, will depend upon 
the number of nuclei present m the air. The greater the num- 
ber of condensation nuclei, the larger the number of droplets 
produced, and, therefore, since the total amount of water formed 
is determmed for a given expansion, the smaller is the average 
size The highest degree of dispersion will be obtained when a 
smSIl total amount of condensation takes place on a very large 
number of nuclei Cloudy condensation results, since dust 
particles are numerous, in ordinary air at low expansions In 
dust-free air, condensation must occur upon gaseous ions. 

The “natural” ionisation of air is very small, and the 
negative and positive ions that serve as nuclei for expansions 
between 1*25 and 1*34 are not very numerous The degree of 
dispersion, therefore, is correspondingly low — fine ram 
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If the ionisation, of the air be increased, e.g , by X-rays of 
radioactive substances, the degree of dispersion will be greatly 
increased, and cloudy condensation will be produced'instead of 
fine ram This fact has been employed very ingeniously by 
C T R Wilson to make visible the paths of a and /3 particles 
travelling through supersaturated and otherwise unnucleated 
air The particle ionises the air as it passes through it, leaving 
behind it a trail of cloudy condensation 

The particular nuclei that commence to operate when S = 8 
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Fig 4 — Variation of mass of condensate q and numbei of diops N 
per cubic centimetre with supersaturation S m the ease of 
condensation of water vapour by adiabatic expansion 


are electrically neutral, and appear to be derived from the water 
vapour itself and not from the air Similar results are obtained 
when other gases — for example, H 2 and C0 2 — are used instead 
of air According to P Lenard, these nuclei are complex water 
molecules. 


In Fig. 4 is shown the relation between the degree of super- 
saturation (S) and (1) the mass {q) of condensate produced 
(grammes per cubic centimetre) and (2) the number of droplets 
per cubic centimetre (N) for dust-free air and water vapour 
The sudden increase in nucleation when S = 8 is well shown 
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Influence of the Gaseous Dispersion Medium. — Experiments 
with different gases show that, withm the region S = 4*2 to 6*8, 
N is to solne degree dependent upon the nature of the gas 9 
This is no doubt associated with the fact that the extent to 
which the gas is naturally ionised is different m different 
gases 

The nature of the “ indifferent ” gas plays an important part 
m determining the conditions and character of the condensa- 
tion process Although the general character of the process is 
similar m 0 2 , N 2 , C0 2 , Cl 2 , or H 2 , yet there are characteristic 
differences 

In hydrogen, fine, cloudy condensation occurs at super- 
saturations above 1*37 Between S = 4 2 and S — 8*0, 
however, no rainy condensation takes place This is evidently 
due to an unusually low degree of ionisation At ordmary 
temperatures hydrogen is but little ionised by ordinary 
ionising radiation At lower temperatures, however, it is 
ionised more readily, large ions being formed that persist when 
the gas is warmed again and will then serve as condensation 
nuclei At supersaturations above S = 8 hydrogen appears 
to contam more nuclei than other gases In this case, the 
nuclei are probably complex water molecules 

Chlorme normally contains more ions than many other gases, 
such as 0 2 , N a , C0 2 , H 2 Consequently between S = 4*2 and 
S = 8 the condensation m chlorine is more fog-like than in 
these other gases 

The observation of condensation processes m gases, such as 
CO 2 and Cl 2 , that at ordmary temperatures are relatively near 
to their critical pomts, is comphcated by the difficulty of 
calculating accurately the degree of supersaturation 

The vapours of other substances behave similarly to water 
vapour. The values of S, N, and q are found to be characteristic 
and different for each substance. For highly disperse, freshly 
formed aerosols of the following substances m air 10 — 

Methyl Ethyl Propyl 

Alcohol Alcohol Alcohol Benzene Water 

S == 4*0 .. 2*5 . 3*5 .. 11*0 .. 8 

N = 160,000 . . 340,000 . . 360,000 . 190,000 . . 100,000 
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Stability. — Condensation, once commenced, proceeds con- 
tinuously until the state of supersaturation disappears. If the 
number of nuclei is small, the droplets first formed continue to 
grow until, if the degree of supersaturation be sufficient, the 
cloud will ram itself out, or if the nuclei be introduced gradually 
into the supersaturated air, the droplets that form on the nuclei 
that are first introduced will grow to be much larger than those 
that are formed subsequently, so that the degree of dispersion 
of the cloud will be very irregular. 

Generally speaking, the primary degree of dispersion becomes 
less with time, and much lower secondary and tertiary degrees 
of dispersion succeed it It is often difficult to observe the 
primary degree of dispersion, so quickly does the cloud pass, by 
further condensation or by the coalescence of adjacent particles 
into a secondary or tertiary degree of dispersion 

When a vapour condenses m the presence of an indifferent 
gas, the character and stability of the resulting aerosol may also 
be profoundly modified by the adsorption of electrically charged 
or neutral molecules of the gas upon the particles of the disperse 
phase The presence of electric charges of the same sign, or of 
adsorbed gas films, inhibits the coalescence and flocculation of 
the particles, and thus tends to increase the stability of the 
aerosol. If, however, the electric charges on different particles 
are of opposite sign or of different density, flocculation will be 
assisted 

Thus the stability of the cloud can be increased — 

(a) By protecting the particles with a layer of adsorbed gas 
or oil, or with electrical charges of the same sign. 

(b) By ensuring at the outset an adequate supply of suitable 
condensation nuclei of the same electrical sign, and so producing 
a umform and regular cloud 

(c) By avoidmg an excessive degree of supersaturation, 
having regard to the number of nuclei present. 

(d) By keeping the cloud free from undue agitation. 

The Temperature of Condensation. — If water vapour be con- 
densed at temperatures below 0° C., a cloud of minute ice crystals 
is formed. 11 In these circumstances, water is typical of a large 
number of substances that, in cooling, give solid-gas aerosols 
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When a cloud of any substance is formed by the condensation 
of the vapour at a temperature below the freezing point of the 
disperse phase, the particles of the cloud may consist either of 
sub-cooled liquid or of solid If the concentration of the vapour 
be sufficiently high for the dew-point to be above the freezmg 
point of the liquid, condensation will produce droplets of hquid, 
which, as the temperature falls below the freezing point, will 
become sub-cooled Water droplets m a cloud may, in the 
complete absence of the solid (ice) phase, be sub-cooled to 
temperatures as low as — 30° C If, how r ever, the concentra- 
tion of vapour is so low that the freezing pomt is passed before 
the dew-point is reached, then, instead of hquid droplets being 
formed, the molecules of the vapour will condense upon the 
nuclei that are present to form crystals of the solid phase 
Instead of a dew-point we obtam a “ hoar-frost 55 point 

At temperatures below 0° C the vapour tension of ice is 
lower than that of liquid water Consequently the relative 
humidity of air that is m equilibrium with ice at such tempera- 
tures is lower than the relative humidity of air that is m equi- 
librium with sub-cooled liquid water — % e , than 100 per cent. 
The actual values of the relative humidity of air m equihbrium 
with ice at various temperatures below 0° C are shown m 
Table I 


Table I 


Temperatuie, ° C 

0 

- 10 

- 20 

- 30 

* 

- 40 

- 50 

- 60 

Kelative humidity, 








per cent. . 

100 

91 

82 

74 

67 

61 

55 


]? we consider air of which the relative humidity at a given 
temperature — say, — 30° C — lies between the ice value (74) 
and the water value (100), we see that such an atmosphere will 
be unsaturated with respect to a water surface and super- 
saturated with respect to an ice surface Consequently, if 
suitable nuclei are present, condensation will occur to produce 
ice crystals 

The Condensation of Metal Vapours in vacuo . — The study of 
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other condensation processes throws considerable light upon 
the mechanism of the formation of aerosols 12 

When a vapour — for example, a metal vapour — contained m 
a glass vessel, condenses upon the wall of the containing vessel 
at some point, the conditions that obtain m the vapour m the 
neighbourhood of the glass surface just before and during con- 
densation can be regarded as being analogous to the conditions 
that must exist at the surface of any nucleus upon which vapour 
is condensing 

From a consideration of the behaviour of various metal 
vapours Knudsen and Wood have suggested that, when a metal 
molecule encounters a surface of the same metal, it always 
adheres to it, the mtermolecular force of attraction being 
stronger than the force of rebound When the metal molecule 
meets a surface of another material, however, it may adhere or 
rebound according to the temperature — ^.e , according to the 
velocity of rebound For a given surface there will be a 
critical temperature of contact, above which the molecule will 
rebound, and below which it will adhere. For mercury 
molecules stnkmg a glass wall the critical temperature is about 
— 135° C. For silver molecules striking a glass wall it is 
about + 575° C 

At temperatures above this critical point it is possible to 
obtain very high degrees of supersaturation, since all the mole- 
cules are reflected. If, however, condensation be induced at 
any pomt of the surface — for example, by touching the wall of 
the containing vessel with a cotton plug dipped m liquid air — 
so that a metal surface is formed, then condensation continues 
upon this metal surface, even after it has warmed up again 
Cadmium, magnesium and zmo show this phenomenon readily 
m glass vessels According to Knudsen, the critical temperature 
for these metals lies below — 78° C 

Silver, gold, platinum, tungsten, molybdenum, nickel, iron, 
copper, do not behave m this way. When wires of these metals 
are heated electrically m vacuo , the metal molecules are sent 
out in straight lines and adhere to the glass wall of the con- 
taining vessel. Owing to the complete absence of reflection 
from the glass surface, any obstacle that is placed between the 
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wire and the glass will cast a well-defined shadow, within which 
no metal will reach the glass at all 

Other mgfcals, including cadmium, magnesium, zmc, behave 
similarly below the critical temperature 

Langmuir 13 assumes that all vapour or gas molecules that 
strike any surface condense upon it, no matter what the 
temperature of the surface may be At the same time, mole- 
cules that have previously condensed upon the surface will 
re-evaporate after a definite interval of time, and at a rate that 
will depend upon their vapour pressure This may be greater 
or less than the normal vapour pressure of the substance, 
according as the attractive force that exists between the con- 
densed molecules and the surface upon which they are condensed 
is smaller or greater than that which exists between the con- 
densed molecules and other molecules of the same substance 
In most cases of adsorption, the condensed molecules of gas 
or vapour are held to the adsorbing surface by a relatively large 
attractive force Consequently, an adsorbed layer of gas or 
vapour molecules can be formed at a solid or liquid surface 
it temperatures far above the normal boiling point of the 
xdsorbed substance Such an adsorbed layer of molecules 
would re-evaporate only with great difficulty 
Liquid cadmium and mercury do not wet glass. There is, 
therefore, very little attraction between their molecules and 
Lose of a glass surface Consequently, when molecules of 
iadmium and mercury vapour strike a clean glass surface and 
sondense upon it, the attractive force that is exerted upon 
hem by the molecules of the glass surface is less than that 
vhich is exerted by the molecules of a cadmium or mercury 
urface respectively They will evaporate, therefore, more 
eadtly from a glass surface than from one of cadmium or 
lercury. 

Langmuir has shown that, at room temperature, there is 
ractically no evaporation of molecules of tungsten, platinum, 
cpper, gold, silver, molybdenum, carbon, iron, nickel and 
lallium from a glass surface Cadmium and mercury molecules 
faporate readily below room temperature 
The range of action of intermolecular forces is very small, so 
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that they act only between molecules that are practically in 
contact with one another Consequently, a surface — e g , glass 
— that has become covered with a layer of cadmium molecules 
behaves, so far as further evaporation and condensation are 
concerned, like a surface of massive cadmium If molecules of 
cadmium vapour condense upon such a cadmium surface, they 
will be held by the stronger attractive force of the cadmium 
molecules, and will re-evaporate much less readily Once, there- 
fore, the first layer has formed, evaporation practically ceases 
and further successive layers are formed upon it with ease 

We see, therefore, that, at any surface of condensation, a 
condition of dynamic equilibrium exists between molecules of 
the vapour that are condensing and molecules of the condensate 
that are evaporating Above Knudsen’s critical temperature, 
the rate of evaporation is greater than the rate of condensation 
The molecules of the first layer do not linger long enough to 
become covered by others. At lower temperatures, evaporation 
is much slower and is overtaken by condensation, so that 
further layers of condensate readily form ujDon the first 

From these experiments it is reasonable to assume that the 
relationship between a vapour and the nucleus upon which it 
can condense is largely a specific one, depending upon the 
attractive force between the molecules of the vapour and those 
of the nucleus 

It will also depend upon the pressure of the vapour, since this 
will determine the rate of condensation , and upon the tempera- 
ture of the condensing surface, since this will affect the rate of 
re-evaporation 

The character of the metal condensate that is formed upon 
the glass is affected by the temperature of the vapour just before 
and during condensation. The highest degree of dispersi3n of 
the condensate is obtained when a very hot vapour is con- 
densed upon a very cold surface, preferably below the critical 
temperature — that is, when the vapour is highly supersatu- 
rated. Highly refractory elements — e.g., tungsten, molybdenum, 
platinum, nickel, iron, carbon — give condensates so highly dis- 
perse that they appear to be continuous even under the 
highest power of the microscope. In such cases, the tempera- 
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Sure gradient at the surface of condensation is very steep — 
3,000° C for a tungsten wire and a cold surface Under these 
conditions ^the condensate, when first produced, appears to be 
a film of amorphous metal In time, however, this film under- 
goes further condensation, breaking up mto discrete particles 
This change is facilitated by heat, and appears to be analogous 
to the change that takes place m a metal during annealing 
Less refractory elements — e g , gold, silver, copper — give less 
highly disperse condensates, that rapidly disintegrate into 
discrete particles 

Metals such as magnesium, zinc, cadmium, give coarse, 
granular condensates, m which the larger grains grow rapidly 
at the expense of the smaller ones 

The presence of a thin film of some salt upon the glass surface 
prevents the formation of a coherent film The granular film 
that is formed instead has a much lower light absorption This 
fact is utilised m the manufacture of electric incandescent 
lamps to prevent the darkening of the glass by metal conden- 
sate from the filament 

Condensation of Metal Vapours in an Indifferent Gas. — When 
a metal vapour is allowed to condense m an atmosphere of an 
indifferent gas, the character of the condensate is greatly 
modified The degree of dispersion of the condensate increases 
with the pressure of the gas and with the density of the gas 
The more numerous the gas molecules and the heavier they are, 
the more likely they are to become adsorbed upon the surface 
of the newly formed particles and thus prevent them from 
coalescing At the same time, the presence of a greater number 
of heavy gas molecules will tend to dimmish the frequency with 
which the metal particles collide with each other 

Iff Fig 5 are shown condensates formed from zinc vapour m 
o-ases of different densities and at different pressures 

The condensation of metal vapour m an indifferent gas can 
be conveniently studied by maintaining m the gas a direct 
current arc between two electrodes of the metal When an 
electric arc or spark passes between electrodes of any suitable 
metal m a current of air, the metal vapour is diluted and cooled 
by the air stream , and a fine smoke is formed Oxidisable 
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metals — for example, cadmium, lead, copper, manganese? 
chromium, magnesium, aluminium, antimony, iron — readily 
give oxides, whilst platinum, silver, and gold yieid metallic 
smokes 

Ehrenhaft 14 has shown that such an arrangement produces 
rather a coarse condensate, which soon settles on the walls of 
the containing vessel At the same time, the finest particles 
remam suspended m the gas for hours Actually the initial 
or primary degree of dispersion is very high under such con- 
ditions, but the rate of coagulation is also so rapid that the 
originally high primary degree of dispersion is soon succeeded 
by much lower secondary and tertiary degrees of dispersion 

This rapid degradation of the aerosol is due partly to the 
further condensation of vapour upon the particles, and partly 
to coalescence of the particles with one another The rapid 
coalescence of the particles is to be attributed to the frequency 
with which they collide with one another, on account of the 
Brownian movement imparted to them by the molecules of the 
gas The rate of aggregation is most rapid at the time of for- 
mation, when the newly formed particles are moving most 
vigorously and are most numerous The rate falls off rapidly, 
and, after a time, the size of the particles remaining m the gas 
becomes almost constant 

The rate at which the condensate grows coarser appears to 
depend very largely upon the density of the gas, a higher degree 
of dispersion being obtained m nitrogen than m hydrogen. 

The degradation of the condensate can be arrested, to some 
extent, by condensing the vapour m close proximity to a cold 
liquid or solid surface The condensate that is deposited upon 
such a surface generally is of a higher degree of dispersion than 
that formed freely m the gas When the arc is lmmersed^in a 
liquid, m order to produce a hydrosol or organosol of the metal 
m question, the liquid m immediate contact with the arc is 
volatilised, and the greater part of the metal vapour actually 
condenses m the vapour of the dispersion medium 

Similar results can be obtained by volatilising metal wire or 
foil, immersed either m an indifferent gas or liquid, by passing 
a sufficiently intense electric current through it. 



GAS REACTIONS 


35 


Chemical Interaction in the Gas Phase. — A physical mixture 
of two gases is the most intimate mixture that can be obtained 
If the gases react chemicalfy with one another, they will, when 
mixed, combine sooner or later to produce a third substance, 
that may be either solid, liquid, or gas, and will have entirely 
different physical and chemical properties Generally the 
product of this reaction has a very much lower vapour pressure 
than either of the original reactants, so that the resulting gas 
mixture is supersaturated with it, and some of it is precipitated 
The degree of supersaturation of the final product is determined 
by the initial concentration of the reacting gases and the vapour 
pressure of the resulting compound In this case, energy is 
removed from the original gases m the form of chemical energy 
— the heat of combination — and m general the difference 
between the molecular vapour pressure of the reactants and 
that of the resultant is a measure of the molecular heat of com- 
bination 

Smce gases are molecularly disperse, it is clear that the 
reaction must be mtermolecular, and the product, when first 
formed, must be m a molecularly dispersed condition The 
newly formed molecules coalesce and condense to form liquid 
or solid particles at a rate which is determmed by the degree of 
supersaturation of the products The formation of a cloud or 
smoke by the chemical interaction of two or more gases, there- 
fore, is essentially a condensation process 

The manner of condensation and the character of the resulting 
aerosol differ according to the extent to which the gases can be 
mixed before they react 

If the gases can be mixed completely before they react — for 
example, photochemical reactions, m which reaction is catalysed 
by light, e g , H 2 S and S0 2 — then precipitation takes place m 
and from a homogeneous medium, and a uniform aerosol 
results (volume condensation) 

If, however, the gases react immediately they are brought 
into contact with one another — e g , NH 3 and HC1 — then the 
formation and precipitation of the reaction product occurs at 
the surface of contact of the two gases, and only spreads as the 
gases mingle (surface condensation). This form of reaction 

3-2 
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necessarily produces an aerosol of a lower and more uneven 
degree of dispersion 

In both cases, the more dilute the reacting gasSs are, the 
higher is the initial degree of dispersion of the resulting product 
Ammonium chloride smokes can be prepared over a wide range 
of concentrations, for example from 0 02 to 1-2 mgm per litre. 
Fine smokes of zmc oxide can be obtained by decomposing 
zinc ethyl vapour, highly diluted with an indifferent gas, m a 
rapid current of air 

In many cases, as m combustion processes, a gas reaction 
proceeds exothermically, and the reaction product, although 
gaseous at the temperature of formation, condenses as it cools 

Condensation is frequently the last and least obvious stage 
of a more complex process Thus — 

(a) A salt, introduced into a Bunsen flame, vaporises m the 
hot gases of the flame The mixture of hot gases and salt 
vapour is cooled by mixing with the surrounding air, and the 
vapour is condensed 

(b) When a volatile solid — e g , NH 4 C1 — is heated sufficiently, 
it volatilises , the vapour mixes with cold air, and condenses to 
form a smoke 

(c) When a current of air passes over or through a hot solid 
or liquid that is only slightly volatile, the air becomes heated 
and saturated with vapour at the temperature of contact A 
part of this vapour is precipitated as the air passes from the 
heated zone and cools. Such bodies as anthracene, acetanilide, 
diphenylamine, orthophthalic acid, paraffin wax, readily pro- 
duce highly disperse smokes by this method Other substances, 
such as benzyl benzoate, or clean mercury, produce either a 
coarse cloud or no detectable smoke 

r 

{d) A hygroscopic substance does not fume m moist air at a 
given temperature — e g , the ordinary room temperature — unless 
either it, or one of the products of hydrolysis, possesses a con- 
siderable vapour tension at the given temperature HC1, 
A1 2 C1 6 , SnCl 4 , fume m moist air at the ordinary temperature, but 
CaCl 2 and H 2 S0 4 do not The fume is produced by the con- 
densation of atmospheric water vapour upon the hygroscopic 
vapour molecules. 
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The Law of Corresponding States. — Von Weimarn 15 has 
shown that, when any substance (e g , BaS0 4 ) is formed by 
double decomposition from solutions of two salts (in this case, 
for instance, BaCl 2 and Na 2 S0 4 ) m a solvent (m this case water) 
m which the substance is very slightly soluble, the physical 
characteristics of the resulting precipitate of the substance will 
depend upon (a) its solubility m the solvent used, (b) the amount 
of it that is formed per cubic centimetre m the reaction, and 
(c) the viscosity of the final solution By choosing suitable 
solvents and adjusting the concentrations of the reacting solu- 
tions, the resulting precipitate may be obtained m states of 
aggregation as widely different as coarse crystals, colloidal 
solutions and jellies 

If ( s ) (in equivalents per litre) be the solubility of the sub- 
stance m the selected solvent, (c) (m equivalents per litre) the 
amount of the substance that is potentially present m the mixed 
solution prior to precipitation, and (yj) the viscosity of the solu- 
tion, then the physical characteristics of the precipitate will be 
determined by what von Weimarn calls the dispersion coeffi- 
cient of the substance (d) which is equal to It is found 

that the greater the value of ( <5 ) — that is to say, the greater the 
degree of potential supersaturation — the finer will be the pre- 
cipitate A small value of (<5) corresponds to a coarse-grained 
precipitate 

Since the quantities concerned m this expression are only 
numerical, von Weimarn generalised the expression m the 
following way The physical characteristics of any precipitate 
will be the same, provided that it has been precipitated under 
corresponding states or conditions — that is to say, when the 

quantity has the same value for different reactions It is 

reasonable, therefore, to assume that this law should hold for 
reactions between gases, and for the condensation of vapours, by 
adiabatic expansion 

The viscosity of water at 20° C is approximately two hundred 
times as great as that of air at the same temperature For 
approximately the same values of (c) and (s), therefore, (<5) wattl 



38 


THE FORMATION OF AEROSOLS 


= 200 (8) air . Consequently to produce a precipitate of given- 
gram, smaller degrees of supersaturation are required m gas 
reactions than m liquid reactions 

In any particular gas reaction, an increase m the value of (s) 
should produce a higher degree of dispersion When water 
vapour is condensed m the absence of dust particles and gaseous 
ions no condensation appears to occur until its supersaturation 
exceeds 8, except upon the walls of the container At values of 
(s) greater than 8, the degree of dispersion rises rapidly, and, 
after reaching a maximum at (s = 12), diminishes again 

The existence of a critical degree of supersaturation below 
which no condensation occurs, but above which highly dispersed 
condensates are formed, appears to be characteristic of condensa- 
tion m gases It may correspond to the critical temperature 
that is observed when a vapour condenses upon a solid surface 
Below the critical degree of supersaturation, vapour molecules 
that may have condensed upon each other or upon aggregates 
of the accompanying gas molecules will evaporate more rapidly 
than they condense As the degree of supersat-uration increases, 
the rate at which the molecules condense will also increase, 
whereas the rate of re-evaporation will not change appreciably 
since the temperature remains practically unaltered 
Upon the surface of the glass container, however, owing to the 
attraction that exists between the vapour molecules and those 
of the glass surface, the condensation of water vapour will 
occur more readily than re-evaporation 
Apparently, m all such condensation reactions, whether m 
liquid or gaseous media, the product is formed initially m a 
molecularly disperse condition The final degree of dispersion 
will be the result of the gradual coalescence of these particles 
Naturally, this will be influenced by the initial concentration 
of these particles and by the frequency and intensity of their 
Brownian movement — that is to say, by the viscosity of the 
dispersion medium. It will also depend upon the charges upon 
the particles, upon the presence upon them of adsorbed mole- 
cules of the dispersion medium, and upon the duration of time 
for which the particles are able to remain in suspension m the 
dispersion medium 
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In gases, these molecular!}" disperse particles will diffuse 
comparatively rapidly to the walls of the containing vessel 
Also, after ^reaching an appreciable size, they will speedily 
settle out of the system Further, they aie more likely to 
become protected by the adsorption of molecules of the dis- 
persion medium On the other hand their collision frequency 
will be higher and, unlike the particles of disperse systems m 
liquids, they may carry unlike electrical charges, which will 
tend to promote coalescence or, at least, flocculation 

It would be interesting to study, m the light of von Weimarn's 
law, such physical and chemical methods of producing different 
substances from gases and vapours If water vapour, for 
instance, were expanded adiabatically at different temperatures, 
thus giving different values of (s), the value of (c) could be 
varied at the same time by adjusting the degree of expansion 
Similar experiments could be carried out with many other 
vapours of metals or other substances Similarly, m flames, m 
cthe ondensation of gases and vapours, and m many gas 
reactions m which a non-volatile substance is produced, there 
would appear to be wide scope for the prosecution of an interest- 
ing investigation 
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CHAPTER III 

THE MOVEMENTS OF THE PARTICLES 

A particle suspended in a gas may move under the influence 
of — 

(a) Forces which originate independently of the gas — e g , 
gravitation, centrifugal action, an electric field , 

(b) Forces which are the direct result of the molecular activity 
of the gas itself — e g , Brownian motion 

A gas is assumed to consist of molecules moving swiftly and 
ceaselessly m all directions in what is otherwise empty space 
When the gas is m a condition of equilibrium, the molecules will 
have the same mass, the same kinetic energy and equal mean free 
paths. At constant pressure both the kinetic energy and the 
length of the mean free path will increase with rising tempera- 
ture At the critical temperature increased pressure will cause 
them both to dimmish to minimum values 

In air at the ordinary pressure, A, the mean free path of the 
molecules, (1 X 10" 5 cm ), is more than 300 times the dia- 
meter of the molecules themselves, (2 86 X 10 -8 cm ) The 
molecules move with a velocity (u) equal to about 4 X 10~ 4 cm 
per second The collision frequency (number of collisions 

u 

experienced by 1 molecule m a second) is equal to A =4X 
10 9 

(a) Motion of Suspended Particles under the Influence 
of Forces external to the Gas 

When a liquid or solid particle is suspended m a gas, it is 
subjected to a general bombardment by the molecules of the 
gas If the particle is large when compared with the length of 
the mean free path of the gas molecules, the general effect of the 
molecular bombardment will be that of a uniform continuous 
pressure, exerted normally over the entire surface of the particle 

If the particle be moving through the gas — for example, 
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falling by gravity — the force of the molecular impacts will be 
greater m front of the moving particle than behind it by an 
amount which will depend upon the velocity of the particle 
The particle will thus encounter a continuous uniform resistance 
to its motion, which will become greater as the velocity of the 
particle increases 

If the gas be moving bodily, as m a convection current, it 
will, by virtue of this resistance, impart to particles suspended 
m it a velocity which will depend upon the velocity and resist- 
ance of the gas and the mass of the particles The particles 
will thus move along a path which will be the resultant of that 
due to gravity or any other external force, and that due to the 
motion of the gas 

When, however, the particle is small compared with the mean 
free path of the gas molecules, it will no longer encounter a 
continuously uniform pressure It will tend to slip between the 
molecules, and will be driven hither and thither by the now 
irregularly distributed impacts of the gas molecules It will 
also rotate about its axis Such a particle moving under the 
influence of an external force — e g , gravity — in a gas at the ordi- 
nary pressure will pursue a zigzag course 

Its motion m a convection current will be correspondingly 
more complex. 

It will be convenient to consider separately the behaviour of 
particles respectively larger than and smaller than 10” 5 cm , 
the diameter of the mean free spaces of a gas at ordinary 
temperature and pressure 

Particles larger than the Mean Free Spaces of the Gas. — The 

velocity with which small spherical particles move through a 
uniformly viscous fluid (liquid or gas) under the influence of an 
external force — e g , gravity— or, if the particles be charged, 

an electric field— will be equal to where F is the strength of 

the force, and K is the frictional resistance encountered by 
the particle m passmg through the gas. 

It has been shown by Stokes 1 that K = bTrrjrv, where rj is 
the viscosity coefficient of the gas, r the radius of the particle 
and v its velocity The resistance increases as the particle 
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becomes larger or moves more rapidly It is also proportional 
to the viscosity of the gas 

A particle will be pulled vertically downwards by gravitation 

4 

with a force which m vacuo will be equal to - 7 r^pg dynes In air 
or any other fluid, the force will be diminished by the buoyancy 
of the fluid, and will be equal to ~tt) 3 ( p — p')g , w T here p is the 

o 

density of the particle and p that of the fluid 
When the velocity with which the particle is falling is such 
that the resistance it encounters just balances the weight of the 
particle, it will continue to fall at that velocity 
At this point — 

4 

Qtt7]tv = - 7rr z (p — p)g , . (3) 


so that v, the ultimate constant velocity of the particle, will 

be equal to . (4) 

^ 9 r\ 

(For a particle moving m an electric field F = Xe, where X 
is the strength of the field m volts per centimetre, and e is the 


charge on the particle Consequently v 


Xe 
6 ? tyjt 


( 5 ) 


For particles of a given substance falling m air (p — p) and 
7 ] will have constant values, so that the velocity of the particle 
will be directly proportional to the square of its radius 

Stokes used this formula to calculate the rate at which the 
droplets of water of which clouds are formed sink m air In 
this case, p == 1 and p can be neglected, ^=181 X 10~ 4 c g s 
units, so that v = 12 x 10 5 x r 2 cm per second 
For very small cloud particles of radius r cm the rates of 
falkwere found to be as follows — 


Table II 


Radius of Droplet, 
r cm 

Rate of Fall, 

V cm per second 

10- a 

120 = 4,320 metres per hour 

10- 3 

1*2 = 43*2 

10-* 

12 X 10 -3 = 43 2 cm. per hour 

10-® 

12 x 10" 5 = 4*32 mm per hour. 
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Particles of greater or less specific gravity fall m air with 
correspondingly larger or smaller velocities 

Non-sphencal particles fall m the position m whiph they will 
encounter maximum resistance Fine crystals of ice fall 
through the air with their longer axis horizontal Similarly, a 
cubic crystal falls pomt downwards, a plate or disc m a hori- 
zontal position 

Lord Bayleigh has shown that Stokes’ law no longer holds 
when the radius of the water droplets exceeds 10“ 2 cm Such 
droplets fall as ram 

In addition to the size of the particle, the viscosity of the gas 
determines the rate of fall of particles suspended m it A given 
particle will fall twice as quickly m hydrogen or water vapour 
(rj — 0 93 and 0 975 X 10“ 4 ) as m air (?] = 1*9 X 10" 4 ) 

Particles that are smaller than the Mean Free Spaces of the 
Gas. — When a particle smaller than 10~ 5 cm is suspended m 
a gas at the ordinary pressure, or when a larger particle is sus- 
pended m a rarefied gas, it will be smaller than the mean free 
spaces between the gas molecules Consequently it will tend 
to slip between the molecules of the gas The velocity with 
which it will be driven through the gas by a given force will, 
therefore, be greater than that given by Stokes 5 law It has 
been shown by Cunningham 2 and Millikan 3 that — 

V = V'(i + k£), (6) 

where V is the true velocity and V' the velocity according to 
Stokes 5 law, k is the length of the mean free path of the gas 
molecules, and r is the radius of the particle. K is a constant 
approximately equal to 0 86 

Millikan 4 investigated the behaviour of charged oil drojilets 
suspended m a gas, and exposed to the action of a vertical 
electric field By an ingenious contrivance individual oil 
droplets could be introduced into an observation chamber 
formed between two parallel horizontal electrodes The oil 
was sprayed m the form of a fine mist into a chamber situated 
above the upper electrode The oil particles were found to be 
strongly charged by the spraying process Individual particles 
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fdund their way into the observation chamber through a pin- 
hole m the upper electrode By applying a force of some 
thousands of volts the gravitational force upon a given par- 
ticle could be balanced, so that, after falling through a given 
distance under gravity, the particle could be brought back to 
its original position and the fall repeated as many times as 
desired It was thus possible to observe accurately the rate of' 
fall of a given particle By diminishing the pressure of the 
surrounding gas the rate of fall of the particle for different 
values of A could be determined. The relation between V 
and V' for small oil drops, calculated from Millikan’s observa- 
tions , is shown m the following table 5 — 


Table III 


Stokes’ Law 

Stokes Cunningham Law 

1 X 10 -1 

1-14 X 10- 4 

1 X l<r 5 

2-57 X lO- 5 

1 X 10“« 

4-5 X 10-s 

1 x 10- 7 

17 0 X 10~ 7 


(b) Brownian Movement 

Very small particles not only move more readily through the 
relatively coarse gas network, but are also subjected to a 
vigorous buffeting by the rapidly moving gas molecules. Con- 
sequently they are driven hither and thither m a perpetual 
Brownian movement similar to, but more violent than, that 
described by particles suspended m a liquid 

Accordmg to the kinetic theory, the average kinetic energy of 
a particle m Brownian motion m a gas is the same as the average 
kinetic energy of the molecules of the gas (| mv 2 ) Owing to its 
greater mass, its velocity is correspondingly smaller than that of 
the gas molecules For particles suspended in a gas Einstein 

assumes that PV = ^ RT, where n is the number of particles 

into which 1 gram-molecule of the disperse phase is disintegrated 
and N is the number of gas molecules per gram-molecule of a 
gas. At constant volume (V) and constant temperature (T) 



46 THE MOVEMENTS OF THE PARTICLES 


the pressure exerted by the particles increases as the degree Gf 
dispersion increases — that is, as the particles become more 
numerous and move more rapidly 

It has been shown by Einstein 6 and others that, for spherical 
particles m Brownian motion m a liquid, the amplitude (A) of 
the motion m a given direction m time (t) can be expressed by 
the formula — 


A 2 = 2 


RT 
N K’ 


( 7 ) 


where R is the ordinary gas constant, T the absolute tem- 
perature, N the number of molecules m 1 mole of a gas, and 
K the frictional resistance of the fluid (= 67 rrjrv) Conse- 
quently we can write — 

V N 3 t Trjr 

In liquid suspensions, it has been shown experimentally that — 

(a) A particle m Brownian motion moves with uniform 
velocity (Svedberg) 7 

(b) Smaller particles move more rapidly than larger ones 
(Exner) 8 

(c) Particles m a concentrated system move more rapidly 
than those m one more dilute (Zsigmondy) 9 

(d) Particles travel more rapidly as the viscosity of the 
medium is diminished (Svedberg) 10 

(e) At constant viscosity the amplitude of the motion is 
directly proportional to the absolute temperature (Seddig) u 

(/) Owing to the small but continuous influence of gravity 
upon the motion of the particles, they gradually arrange them- 
selves so that their concentration is greatest m the lowest layer 
and diminishes progressively upwards (Perrin) 12 

All these experimental observations are found to be m agree- 
ment with the Einstein general expression. Theoretically, this 
expression should hold equally well for particles suspended in 
gases 

A gas differs essentially from a liquid or solid in being more 
mobile Its density and volume change very rapidly with 
temperature It is almost impossible to obtain C£ still 55 air 
Slight differences of temperature set up convection currents, so 
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that the whole mass of gas is constantly in motion. This 
property greatly modifies the behaviour of gas-liquid or gas- 
sohd dispense systems Particles that would settle com- 
paratively quickly m still air are constantly being arrested m 
their descent and carried upwards by ascending masses of gas 
It is correspondingly difficult to observe the Brownian motion 
of a particle m a gas for any length of time Precautions should 
be taken to prevent disturbance due to heating and convection 
by placmg a heat filter m the path of the beam 

££ When a sample of smoke is viewed m the ultramicroscope, 
it appears like the starry heavens, except that the stars are 
dancing about violently, but aimlessly, due to the Brownian 
motion At first little distinction is made between the par- 
ticles, as there seems to be no order in their motion, but soon it 
becomes evident that the brighter particles are more sluggish 
than the dim ones This is due to the greater mass of the 
brighter particles, for they are larger The particles are all 
moving slowly away from the source of light, and eventually 
diffuse to the walls of the cell 5 ' 13 

Brownian Movement in Gases. — In 1881, Bodaszewski 14 
studied the Brownian movement of smoke particles and other 
suspensions m air, and saw m them “ an approximate image of 
the movements of the gas molecules, as postulated by the 
kmetic theory of gases 55 

In 1906, Smoluchowski 15 pomted out that very small par- 
ticles suspended m gases ought to exhibit Brownian movement, 
and quoted Bodaszewski’ s observations He calculated the 
amplitude of the mean displacements m the air for particles of 
radius r = 10 -4 cm 

The displacement of a particle suspended m air at the ordinary 
pressure is eight times as great, and m hydrogen fifteen times as 
great, as m water At low pressures the displacements can 
easily be made from fifty to two hundred times as great m gases 
as m liquids 16 

In the following year, Ehrenhaft 17 observed the displace- 
ments of the particles of cigarette smoke and ammonium chloride 
fume. He found that these displacements were of the order of 
magnitude calculated by Smoluchowski. 
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Ehrenhaft, however, was unable to test the validity of 
Einstein’s equation as applied to the movements of these 
particles, as he did not measure the size of the particles and was 
thus unable to calculate the frictional resistance of the gas 

In 1908, De Broglie 18 studied the Brownian movement m 
the metallic smokes obtained by an arc or spark discharge 
between electrodes of zme, platinum and silver He arranged 
two parallel metal plates vertically, one on either side of the 
smoke, and found, on applying a potential difference to these 
plates, that some of the particles were positively charged, some 
negatively charged, while others were neutral On holding 
radium near the chamber the charges carried by the particles 
were observed to change 

In 1909, De Broglie 19 made the first quantitative study of 
Brownian movement m gases 

(1) He determined the average rate at which tobacco smoke 
particles moved m a horizontal electric field. 

For this movement Xe = 
where X = the strength of the electric field , 
e — the charge on the particle , 

K = the frictional resistance of the gas , 
v = the velocity of the particle 

(2) He obtained the mean value of the displacements of the 
smoke particles from many measurements of the movements of 
a great many particles, and introduced this value into the 
Einstein equation — 


_ 2RT t 
” N K ' 


( 9 ) 


By combining these two equations K was eliminated and 
e obtained m terms of N — 


A 2 = 


2RT vt 

N Xe 


• ( 10 ) 


Introducing Perrm’s value for N, he obtained for one series 
of experiments — 

e = 4-5 X 10“ 10 e s u 

With larger particles, he obtained values for e several times 
larger, and from this concluded that the larger particles carried 
more than one charge 



BROWNIAN MOVEMENT IN GASES 


49 


De Broglie’s experimental method 20 was to illuminate the 
particles strongly m the ultramicroscope, and record their 
movements m a given time on a photographic plate In 
addition to the particles that were large enough to be photo- 
graphed m this way, he observed a number of much smaller 
particles, moving at higher velocities and unable to act upon 
his photographic plate 

De Broglie’s work produced the first experimental evidence 
that Einstein’s formula holds m gases This evidence was the 
more valuable m that it involved no assumption as to the 
validity of Stokes’ law m gases, or as to the size of the particles, 
except that they "were all of the same radius and charge 

At the same time, the method had two faults Smoke 
particles are not all of the same size, but vary within fairly wide 
limits Also, owing to the tendency of the particles to diffuse 
out of the focal plane of the microscope during the exposure, 
the values obtained for the time ( t ) are liable to be too great. 

A considerable number of observations of Brownian move- 
ment m different smokes were made by De Broglie, and also by 
Ehrenhaft, using De Broglie’s method. De Broglie and Ehren- 
haft’s observations were not confined to one particle, but were 
made m succession upon a number of particles Consequently 
the value of e obtained by them is really a mean value for the 
given smoke. 

The velocities imparted to silver particles of different sizes 
(a) by gravitation and (&) by molecular impact are shown m 
Table IV. 

Table IV 


Velocity due to 
Gravitation 

Velocity due to Molecular 
Impacts 

Radius of 
Particles 

12 x 10~ 8 cm /sec 

6-3 X lcr 3 cm /sec 

1 x 10“ 7 cm 

3 x lcr 6 

2 8 X 10~ 3 

5 X 10- 7 „ 

12 X 10- 6 

2 0 X 10- 3 

1 X 10-6 „ 

3 X 10~ 4 

8 9 X KT 1 

5 X lO- 6 „ 

12 X lCT 4 

6-3 X 10~ 4 

1 X IQ" 5 „ 

3 X 10~ 2 

2-8 X 10~ 4 

5 X KT 5 „ 

12 X lCT 2 

2 0 X IQ" 4 

1 x 10- 4 „ 


c s 


4 
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Ehrenhaft 17 found that particles larger than the mean free 
spaces of the gas (1 X 10 -5 cm ) fell m a zigzag line, the velocity 
due to gravitation being greater than that due to molecular 
impacts With small particles down to 1 X 10~ 7 cm (near the 
limit of visibility m the ultramicroscope) the velocity due to 
molecular impacts is greater than that due to gravitation 
These particles remain m active Brownian motion m the gas, 
the motion being increasingly rapid the smaller the particles 

In 1910, Millikan 21 began to investigate the Brownian move- 
ments of charged oil droplets suspended m a gas and exposed to 
the action of an electric field 

Observations of the Brownian movement of the particles were 
carried out at low pressure, since the Brownian movement of 
the droplets only became measurable when the pressure was 
diminished considerably — that is, when the mean free path of 
the gas molecules became as Jong as the diameter of the 
droplet 

The droplet was balanced between gravity and a vertically 
applied electric field Several hundred determinations were 
made of the Brownian displacements of the particle m a given 
direction, and the mean square displacement (A 2 ) calculated 
The electric field was then increased, and v z> the upward 
velocity of the particle due to the force Xe — mg , measured 
The electric field was then switched off, and the particle fell, 
under the force of gravity (mg), with a velocity v x 


From 


v x __ mg 
v 2 ~ Xe — mg' 


mg , . K , . v 

( Vl V s) “ X ( V 1 + ^ 2 ) 


( 11 ) 

( 12 ) 


By combining this with the Einstein Brownian movement 
equation — 


we get — 


A 2 


2RT t 
N K * 


. ( 13 ) 


2RT (v x + v 2 )t 

~~ X * Ne 


(14) 


Substituting from the Maxwell distribution law, which holds 
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for Brownian displacements as well as for molecular velocities, 
the relation A = 


we get- 


From this 


/ 2A 2 


77 


A / ^ + ^2 

^ VV X Ne 

(15) 

-NT, _ 4 . RT .K + v 4) 

N — 77 X A 2 

(16) 


Thus we can obtain the product (Ne) without any reference 
to the size of the particle or the frictional resistance of the 
medium The value of Ne is known with great precision from 
measurements of electrolysis Consequently, by comparing 
the value for Ne obtained by Millikan's oil-drop method with 
the known value from electrolysis, it is possible to subject 
the validity of the application of the Einstein equation to the 
Brownian movement of particles suspended m gases to a 
critical test 

In another method, Millikan 22 observed the length of time 
(t + At) taken by a particle to fall a given distance (d) under the 
combined influence of gravity and Brownian movement, t 
being the time required for the particle to fall the distance (d) 
if there were no Brownian movement 

If At be small m comparison with t , we can assume that 
A, the Brownian path described by the particle m time At, 
equals v 1 At Substituting m the equation 16, we get — 


Ne 


4 BTfoq + v 2 ) tg 

7T Xv^At) 2 


(17) 


(AQ 2 is the square of the average difference between an observed 
time of fall and the mean time of fall (tg), 

Millikan found the value of Ne to be 1*698 x 10 7 esu 
This agrees very well with the value 1*702 X 10 7 esu, the 
quantity of current required to precipitate 1 gram-equivalent 
of silver from solution Assuming that the charge on a gaseous 
ion is identical with that on an electrolytic ion, Millikan's 
experiments show definitely that Einstein’s expression holds 

4—2 
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satisfactorily for the Brownian movement of particles suspended* 
m gases This has since been confirmed by the work of Fletcher, 
Eyrmg, Weiss and Przibram 23 

Radiation Pressure of Light. — Clerk Maxwell 24 has shown 
that a small particle is repelled by light rays with an intensity 
which is proportional to the surface exposed to the light. In 
this way he accounted for the formation of the tail of a comet 
as the comet approached the sun 

Nichols and Hull 25 have shown that fine soot, falling %n vacuo , 
is displaced from its path by a strong light 

Solar Smoke. — It has been suggested by Arrhenius 26 and 
others that a considerable amount of very fine charged dust or 
smoke reaches the earth from the sun These particles are 
probably driven from the sun to the earth by the radiation 
pressure of the sun’s light The photosphere is observed to be 
continually disturbed by explosions m the interior of the sun 
Large masses of gas burst through the “ reversing layer ” of 
metallic vapours, carrying these vapours through the chromo- 
sphere with a velocity of 700 kilometres per second These 
masses of vapour, projected m this way beyond the confines of 
the chromosphere, condense into smoke, the particles of the 
smoke varying m size and composition 

The smoke particles that are formed m this way will be sub- 
jected to two sets of forces that of the radiation pressure of the 
sunlight and that of the gravitational attraction exerted by the 
mass of the sun itself The radiation pressure P is proportional 
to the square of the diameter — % e , P = Jed 2 . The radiation 
pressure of light at the surface of the sun is equal to 2*75 
dynes per square centimetre The force of gravitation G, on the 
other hand, is proportional to the cube of the diameter — i.e , 
G = Ic'd 2 . Consequently, according to the value of d , the radia- 
tion pressure on a particle may be greater or less than the 
force of gravitation. As d diminishes P gradually overtakes G, 
until at the sun’s surface, if the particle were a black body of 
umt density, P would just overbalance G when d = 1*5 fx. 
If the density of the particle be 5 5, for example, then d will 
be equal to 0*27 [x For a particle of diameter equal to 0*16 fx 
of unit density at the sun’s surface P = 19 x G. As d 
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further diminishes the effect of G becomes relatively greater, 
until, when d = 05 G is greater than P 

In Fig *>6 is shown the relation between the forces P and 
G for particles of unit density and various diameters 

Hence with particles of different sizes, and possibly of 
different densities, some will be drawn back into the sun (G 
bemg greater than P), some will remain suspended m space, 
possibly forming the solar corona (G bemg equal to P), 
and others will be 
repelled (G bemg 
less than P) 

Fleming has calcu- 
lated that particles 
of unit density, 
and of diameters, 
say, equal to 0 16, 

0 50 and 1 0 ft, 
projected from the 
sun at the velocity 
of 200 kilometres 
per second, would 
reach the earth m 
22 hours, 42 hours, 
and 76 hours 
respectively, their 
final velocities 
bemg 1,700, 780 

and 350 kilometres 
per second 

These particles will be electrically charged, on account of the 
high temperature and intense ultra-violet radiation that will 
exist at the surface of the sun Some will be positively charged, 
owing to the loss of electrons, others negatively charged, owing 
to condensation of gas or vapour molecules upon free electrons , 
others may be neutral, owmg to the recombination of charged 
particles of opposite sign 

As this stream of solar smoke enters the earth’s magnetic 
field the positively and negatively charged particles will 
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Fig 6 — Curve showing the variation of the ratio of 
light pressure (P) to gravitation (G) for particles 
of unit density and various diameters 
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separate into two streams Also the positive particles will be 
larger than the negatively charged particles, and will, therefore, 
penetrate the outer atmosphere or stratosphere of" the earth 
more deeply before being arrested by the viscosity of the gas 
Probably all will be arrested, and will accumulate and recom- 
bine above a height of 100 kilometres above the earth’s surface 
to form a layer having a well-defined under-surface , the 
negative particles will proceed towards the magnetic poles 

This hypothesis is supported by the following observations — . 

(a) The existence of light from the sky on clear, moonless 
nights in excess of that produced by the stars 

( b ) The presence of a green line spectroscopically visible m 
all parts of the tropical sky on moonless nights, corresponding 
to the green line that is characteristic of the spectra of the 
aurora 

Photophoresis. — According to Ehrenhaft, 27 particles of various 
substances of the order of magnitude of 10~ 4 and 10~ 6 cm , sus- 
pended m a gas, are attracted or repelled by the intense light of 
an electric arc Spherules of gold, silver and mercury, produced 
m pure nitrogen, and particles of the smokes of turpentine and 
camphor, are repelled Sulphur and selenium particles distilled 
in argon, droplets of nitric acid and its decomposition products 
m air, water mist, cigar smoke and wood smoke, are attracted 
Fine droplets of water, suspended m oxygen or hydrogen, are 
not affected The velocity of the displacement is increased 
by increasing the intensity of the light, or by diminishing the 
pressure of the gas 

The existence of positive and negative photophoresis can be 
attributed to the same cause as that to which the action of the 
Crookes radiometer is due 28 Whether a particle will be 
attracted or repelled will depend upon its capacity for absorbing 
or transmitting radiant energy In the case of a strongly 
absorbing particle, the illuminated side will be heated more 
than the other side ; thus the impact between the gas molecules 
and the heated surface will be more vigorous than on the other 
side of the particle, so that the particle moves away from the 
source of light Weakly absorbing particles — for example, 
sulphur and selenium — will permit the light to pass freely 



PHOTOPHORESIS 


55 


through them, so that the far side of the particle becomes 
warmed more than the illuminated side Such particles, there- 
fore, would ^noye towards the source of light 
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CHAPTER IV 

GENERAL PROPERTIES OF AEROSOLS 

Mechanical Properties 

When a liquid or solid is dispersed in a gas to form a cloud or 
smoke, its character and properties are greatly altered 

(a) It occupies a much larger volume. In a sense, it may be 
said to be masquerading as a gas, or rather as a very coarse 
vapour In the following table are compared the dimensions 
of a number of typical aerosols In estimating the number of 
particles and the total surface area per gram of the disperse 
phase, it is assumed that the particles are spherical and that 
their specific gravity is not changed by dispersion. Neither of 
these assumptions is really justified, except, perhaps, sometimes 
when the disperse phase is liquid, but the figures obtained give 
a general indication of the extent to which the character of the 
substance of the disperse phase is modified by dispersion 


Table V 


Aerosol 

Per Gram of Disperse Phase 

Volume 

(litres) 

Number of Particles ' 
per c c ! 

Ay Diam of 
Particles (u) 

Tobacco smoke 

5,000 

3 X 10 7 

0 25 

NH 4 C1 smoke 

10,000 

5 X 10 6 

0-1 

H 2 S0 4 mist 

100 

2X 10 7 -1-6X 10 5 ; 

0 8-5-5 

ZnO smoke 

10,000 

2X10 6 -5X10 6 | 

•05 

Coal mine air 

15 

10 s ! 

10 

Flour mill air 

40 

2 X 10 4 — 6 X 10 3 1 

15-20 

Cement mill (kiln ex- 


1 


haust) 

! 8 

1-2 XlO 5 I 

10 

Gram elevator air 

1 

4x 10 s | 

15 
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(b) Its surface area is enlarged. The total area of surface 
possessed by 1 gram of the disperse phase is called its specific 
surface Some conception of the extent to which- the specific 
surface of any substance can be increased by subdivision may 
be obtained from the following consideration 

A centimetre cube of any substance has a total surface area 
of 6 sq cm If it be divided into 1,000 mm cubes each 
possessing a surface area of 6 sq mm , the total surface area of 
the substance becomes 60 sq cm If each millimetre cube be 
further subdivided into 1,000 cubes of 0* 1 mm side, the total sur- 
face area of the substance will be 600 sq cm After three further 
such subdivisions there will be 10 15 particles, each 10 -5 mm. 
m diameter and possessing a total surface area of 600,000 sq cm 
— that is to say, 60 sq metres. This is equivalent to the total 
wall area of a large room measuring 20 feet long, 13 feet wide 
and 9 feet high Thus the number of molecules of the substance 
that are at the surface, and, therefore, immediately available 
for any physical or chemical reaction, will be enormously 
increased This increase represents approximately the extent 
to which the chemical activity of a substance is increased by 
this subdivision. 

Similarly, a gram of water falling as heavy ram would be 
made up of 30 drops, each 4 mm m diameter, the total surface 
area of the drops being 15 sq cm A gram of water falling as 
fine drizzle would consist of 30 million droplets, each 0 4 mm 
m diameter , the total surface area of these droplets would be 
1,500 sq cm Finally, a gram of water m the form of a cirrus 
cloud would be made up of 30,000 million droplets, each 0 004 
mm. m diameter, and would, therefore, possess a total surface 
area of 1,500,000 sq cm 

As a direct result of this increase m the specific surface f the 
properties that depend upon the activity of the surface molecules 
are greatly enhanced Consequently — 

(c) The chemical activity is greater. Any physical or 
chemical reaction that takes place between two adjacent phases 
necessarily consists of an exchange of surface molecules of the 
two phases at the surface of contact The rate at which such a 
reaction takes place will, therefore, depend upon the rate at 
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wRich the molecules of the substance become available — that 
is to say, the rate at which they come to the surface Apart 
altogether, therefore, from actual changes produced m the 
available surface energy of a substance by increasing the curva- 
ture of its surface, the very fact of two phases existing m the 
intimate degree of contact afforded by the structure of a dis- 
perse system will, owing to the enormously increased area of 
the surface of contact, greatly accelerate physical or chemical 
reactions, such as evaporation and condensation, or actual chemi- 
cal combination once a reaction is initiated Thus, even if the 
degree of dispersion or the shape of the particles of the disperse 
phase does not produce extreme degrees of curvature, the 
chemical activity of the disperse phase is enormously increased 
In an aerosol, a great proportion of the molecules of the dis- 
perse phase are situated at the surface, so that the rate at which 
the disperse phase can react with the dispersion medium will 
be very high The higher the degree of dispersion, the more 
nearly will the reaction velocity approach to that of a gas 
reaction, for, m addition to the greatly extended surface of 
contact, the Brownian motion of the particles themselves will 
facilitate the transference of ignition throughout the reaction 
volume Many substances that in a massive condition, or m 
the form of coarse powder or drops, are almost unaffected by 
air, for example, or react so slowly with it that the heat pro- 
duced m the reaction is dissipated by radiation and conduction 
as fast as it is formed, react with such vigour when highly dis- 
persed m air as to become incandescent Finely divided iron 
or lead, prepared by the ignition of the oxalates m the absence 
of air, are spontaneously inflammable when scattered in air 
Substances that ordinarily burn easily m air — for example, 
sugaf, coal, starch — will, if ignited, explode violently when 
dispersed m air in the form of fine dust (200 — 300 mesh) 

In some cases, this increased chemical activity is further 
modified by the presence of a film of adsorbed gas on the surface 
of each particle This adsorbed gas may be oxygen, for example, 
and may still further accelerate combustion, or it may be an 
inert gas — e g , nitrogen or carbon dioxide — and may retard or 
prevent ignition 
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(b) Its surface area is enlarged. The total area of surface 
possessed by 1 gram of the disperse phase is called its specific 
surface Some conception of the extent to whicl> the specific 
surface of any substance can be increased by subdivision may 
be obtained from the following consideration. 

A centimetre cube of any substance has a total surface area 
of 6 sq cm If it be divided into 1,000 mm cubes each 
possessing a surface area of 6 sq mm , the total surface area of 
the substance becomes 60 sq cm If each millimetre cube be 
further subdivided mto 1,000 cubes of 0T mm side, the total sur- 
face area of the substance will be 600 sq cm After three further 
such subdivisions there will be 10 15 particles, each 10~ 5 mm 
m diameter and possessing a total surface area of 600,000 sq cm 
— that is to say, 60 sq metres This is equivalent to the total 
wall area of a large room measuring 20 feet long, 13 feet wide 
and 9 feet high Thus the number of molecules of the substance 
that are at the surface, and, therefore, immediately available 
for any physical or chemical reaction, will be enormously 
increased This increase represents approximately the extent 
to which the chemical activity of a substance is increased by 
this subdivision 

Similarly, a gram of water falling as heavy ram would be 
made up of 30 drops, each 4 mm m diameter, the total surface 
area of the drops being 15 sq cm A gram of water falling as 
fine drizzle would consist of 30 million droplets, each 0 4 mm 
m diameter , the total surface area of these droplets would be 
1,500 sq cm Finally, a gram of water m the form of a cirrus 
cloud would be made up of 30,000 million droplets, each 0 004 
mm. m diameter, and would, therefore, possess a total surface 
area of 1,500,000 sq. cm. 

As a direct result of this increase m the specific surfacef the 
properties that depend upon the activity of the surface molecules 
are greatly enhanced Consequently — 

(c) The chemical activity is greater. Any physical or 
chemical reaction that takes place between two adjacent phases 
necessarily consists of an exchange of surface molecules of the 
two phases at the surface of contact The rate at which such a 
reaction takes place will, therefore, depend upon the rate at 
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wRich the molecules of the substance become available — that 
is to say, the rate at which they come to the surface Apart 
altogether, therefore, from actual changes produced m the 
available surface energy of a substance by increasing the curva- 
ture of its surface, the very fact of two phases existing m the 
intimate degree of contact afforded by the structure of a dis- 
perse system will, owing to the enormously mcreased area of 
the surface of contact, greatly accelerate physical or chemical 
reactions, such as evaporation and condensation, or actual chemi- 
cal combination once a reaction is initiated Thus, even if the 
degree of dispersion or the shape of the particles of the disperse 
phase does not produce extreme degrees of curvature, the 
chemical activity of the disperse phase is enormously increased 
In an aerosol, a great proportion of the molecules of the dis- 
perse phase are situated at the surface, so that the rate at which 
the disperse phase can react with the dispersion medium will 
be very high The higher the degree of dispersion, the more 
nearly will the reaction velocity approach to that of a gas 
reaction, for, m addition to the greatly extended surface of 
contact, the Brownian motion of the particles themselves will 
facilitate the transference of ignition throughout the reaction 
volume Many substances that m a massive condition, or in 
the form of coarse powder or drops, are ahnost unaffected by 
air, for example, or react so slowly with it that the heat pro- 
duced m the reaction is dissipated by radiation and conduction 
as fast as it is formed, react with such vigour when highly dis- 
persed m air as to become incandescent Emely divided iron 
or lead, prepared by the ignition of the oxalates m the absence 
of air, are spontaneously inflammable when scattered m air 
Substances that ordinarily burn easily m air — for example, 
sugaf, coal, starch — will, if ignited, explode violently when 
dispersed in air in the form of fine dust (200 — 300 mesh) 

In some cases, this increased chemical activity is further 
modified by the presence of a film of adsorbed gas on the surface 
of each particle This adsorbed gas may be oxygen, for example, 
and may still further accelerate combustion, or it may be an 
inert gas — e g , nitrogen or carbon dioxide — and may retard or 
prevent ignition 
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When an inert dust is dispersed in an explosive gas mixture — 
for example, of oxygen and hydrogen -it may, by adsorbing 
one or both of them strongly, so lover the temperature of 
ignition that they may combine spontaneously . and with 
explosive violence, if present m suitable proportions, 

(d) It possesses increased physical activity. The enormously 
increased total surface of the disperse phase also leads to a 
greatly increased rate of physical interchange of molecules 
between the disperse phase and the dispersion medium, as, tor 
example, m the processes of evaporation and condensation. 
Although this is largely due to the greater total surface, it. is 
further affected — particularly m the ease of \er\ small liquid 
particles — by the increased curvature of the surface of these 
particles The vapour pressure at the surface of a droplet 
increases as the radius of the droplet becomes smaller. Tins 
effect only becomes apparent however when the ladms of the 
particles is less than 10~ 1 mm In the practice of spray o\ uporu- 
tion, for example, m which a liquid to be e\aporated, pjj. milk, 
is warmed and sprayed into a mass of warm air, the cHicieney 
of the process is due almost entirely to the large total surface 
of contact between the air and the sprayed liquid. The spray 
particles are never small enough to possess a perceptibly 
increased vapour pressure. 

In dealing with the opposite problem, however, the* con- 
densation of a vapour, the extraordinarily high vapour pressure 
of the minute droplets that would he first formed makes eon™ 
densation impossible, except with very high degrees of super- 
saturation, unless suitable nuclei are present, that by their si *m 
or shape, or by their electrical or chemical character, w ill lower 
sufficiently the pressure of the vapour in contact with the liquid 
to make the existence of such small droplets possible. 

The presence of an electrical charge on a small droplet greatly 
diminishes its vapour pressure. An electrically charged gas 
molecule, although so small, will so lower the vapour pressure 
in its immediate vicinity that some of the vapour will condense 
upon it to form a stable droplet, (^inversely, when a charged 
droplet is gradually reduced by evaporation, it ultimately reaches 
a size at which the effect of its increased curvature just neutra- 
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*es the opposed effect of the electric charge Such a droplet is 
Len stable, and it is practically impossible to reduce it further 
evaporation. Further drying of a gas, for example, can only 
effected by removing the charged droplets by electrostatic 
’ecipitation 

In addition to actual chemical combination, the molecules of 
vo adjacent phases may attract each other sufficiently to form 
condensed layer of the molecules of the phase having the least 
>hesion, and, therefore, surface tension, upon the surface of 
te phase possessing the higher surface tension All solids tend 
adsorb gas or vapour with which they are m contact The 
nount of gas that is adsorbed upon a given area of surface will 
jpend upon the nature of the solid and gas Since adsorption 
essentially a surface phenomenon, the extent to which one 
lase is adsorbed by another is necessarily proportional to the 
*ea of the surface of contact. Thus adsorption plays a much 
ore important part m disperse systems than m other hetero- 
rneous systems that are not so highly dispersed. 

Since adsorption is a specific phenomenon, depending upon 
ie nature of the adsorbing and adsorbed substances, the 
articles of the disperse phase may adsorb molecules of the 
spersion medium or of a particular constituent of the dis- 
:$rsion medium They may also adsorb positive or negative ions 
om the gaseous dispersion medium The existence of such 
ms of adsorbed molecules or ions profoundly affects the 
^haviour and stability of the system. Such adsorbed films 
ay be protective, and, by preventing the coalescence or the 
Ihesion of the particles, they may greatly increase the 
ability of the system. On the other hand, if ions of opposite 
gn are adsorbed by different particles of the disperse phase, 
to electrical forces that are set up between the oppositely 
larged particles would rapidly cause coalescence or fioccula- 
on, and so dimmish the stability of the system. 

In some cases, the evaporation of the liquid particles of the 
sperse phase is arrested by the presence of an oil film or a 
m of adsorbed gas on the surface of each particle. 

(e) The particles may exhibit Brownian movement. If the 
sgree of dispersion is sufficiently high, the chemical and 
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physical activity of the disperse phase is further increased h) 
the mobility of the particles In air, for example, at normal 
temperature and pressure, the mean free path of the air mole- 
cules is about 10" 5 cm. If the particles of a substance dis- 
persed m air are of this order of magnitude or less, they will be 
driven to and fro incessantly by the irregular impacts of the 
molecules of the air They will acquire a kinetic energy equi- 
valent to the average kinetic energy of the air molecules, but, 
owing to their much greater mass, they wall move correspond- 
ingly more slowly 

An important factor m determining the combustible character 
of a dust cloud is the rate at which ignition can be communicated 
through the cloud Clearly, this will depend upon the intensity 
of combustion of each particle and the distance that separates 
it from its neighbours Particles much larger than 10 5 cm. do 
not exhibit any Brownian motion, but drift bodily with the gas 
under the influence of pressure or temperature gradients. If, 
however, the particles are m active Brownian motion, it is 
reasonable to suppose that their frequent collisions will facilitate 
the spreading of ignition through the aerosol. A smoke is much 
more readily and violently explosive than a cloud. In many 
cases, a cloud is made more explosive by the presence of a small 
proportion of combustible gas, or of a proportion of smoke 
particles. The greater mobility of the molecules of the com- 
bustible gas, or of the fine smoke particles, greatly increase's the 
flame velocity and explosion pressure The mobility of these 
finer particles probably plays an essential part, also, in pro- 
moting the coalescence of smoke or cloud particles, and the 
flocculation of the corresponding aerosol. 

Thermal Properties 

Gases are very transparent to radiant heat (loud or smoke 
particles suspended m a gas diminish its thermal transparency, 
and absorb the heat radiation The particles become warmed, 
and communicate their heart by conduction to the gas imme- 
diately surrounding them. If the heat rays be intercepted, the 
suspended particles quickly cool by radiation, and assume a 
lower temperature than that of the gas. If the gas contains 
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ifficient water vapour to saturate it at the temperature of 
lese cooling particles, some of it will condense upon them. In 
ns way ground fogs and mists are sometimes formed 1 A 
< oud or smoke is thus more sensitive to thermal radiation than 
i pure gas 

A luminous gas flame radiates more heat and light than a 
unsen flame, because the luminous flame contains incandescent 
] irticles of carbon 

f iermal Precipitation 

When an electrically neutral particle, too large to exhibit 
] [•owman motion, is suspended m a thermally and electrically 
i nform gas, the molecular bombardment will be uniform m all 
c rections, and will produce no displacement of the particle 
] , however, a thermal gradient be set up m the gas — for 
e ample, by introducing a hot rod into it — the gas molecules m 
t e neighbourhood of the rod become “ warmed ” and move 
i ore energetically than those more remote. Any such particle, 
t erefore, suspended m the gas m the immediate vicinity of the 
r d, will be repelled from it Smaller particles in Brownian 
r Dtion will pursue a zigzag path away from the hot rod The 
r I thus becomes surrounded by a region of warm, dust-free 
a ■, streaming upwards 2 

A cold rod gives rise to a down-streaming current of dust-free 
a * 3 In this case, the dust is deposited upon the rod as the 
v irm, dusty air streams downward over its cold surface 

Solid particles present m flames are deposited more easily 
u on a cold surface than upon a hot surface 4 A flame of 
h rnmg magnesium will deposit magnesium oxide soot upon a 
c Id flask held m the flame, but not upon a similar flask con- 
t nmg boiling water. 

[n rooms that are heated by direct radiation — e g. , by an open 
fi s— the walls and furniture of the room are warmer than the 
a Consequently the dust m the air remains m suspension. 5 
I rooms that are heated by convection — e.g , by steam-pipes or 
h b water u radiators — the air is warmer than the objects in 
t] j room, and therefore deposits the suspended dust upon them. 
1 is dust deposition is very pronounced upon walls and ceilings 
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above a radiator or lamp, and more particularly on those por- 
tions of the ceiling that are cooled by contact with air pockets 
between the laths and rafters 

Tolman 6 has shown that tobacco smoke, passed between two 
concentric tubes maintained at a temperature difference of from 
50° to 80° C , will be quantitatively deposited upon the cold 
surface 

The repulsion of suspended dust particles from a hot surface 
is assisted by the evaporation of a liquid from the surface 
When dusty air is inhaled, the dust is largely prevented from 
being deposited upon the walls of the lungs, partly by 
reason of the higher temperature of the lungs and partly 
because of the evaporation of moisture from the surface of the 
lungs. 


Optical Properties 

Gases are very transparent to light, the spectrum of the trans- 
mitted light usually being crossed only by a number of fine 
absorption lines. The absorption spectra of some vapours 
exhibit broad bands resembling those shown by liquids and 
solids. Many gases and vapours only exhibit absorption lines 
when great thicknesses are used. The absorption spectrum of 
dry steam shows absorption lines if the layer of steam be 37 
metres thick. 

The presence of a disperse phase m a gas or vapour reduces 
the transparency to an extent which depends upon the con- 
centration of the disperse phase, its degree of dispersion and the 
optical constants of the dispersed substance. 

Aitken 7 has calculated the number of dust particles sus- 
pended in the atmosphere that are necessary to render a distant 
object invisible. Total extinction is produced by fewer ^par- 
ticles when the air is humid than when it is dry, owing to the 
condensation of water upon such of the particles as are hygro- 
scopic. 

An absorption band for any disperse system moves towards 
the violet end of the spectrum as the degree of dispersion 
increases. 8 

Reflection and Refraction. — Cloud particles that are large 
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rhen compared vith the wave-length of light (656 ju{i — 433 /ip) 
^flect and re£raot light m a regular manner 
Smoke parfucl es that are small when compared with the 
ave-length of liight — % e , too small to reflect or refract light — 
jatter tie meidesut light m all directions, each particle becoming 
16 source of -a new wave front 9 The scattered light is more 
r less completely plane polarised 

Clouds. — Cl oucl particles may be opaque or transparent If 
le particles are opaque, the light will partly undergo diffuse 
flection, partly" be absorbed by the particles and to a small 
ctent by the ga,s or vapour, and partly be transmitted. 

When the cl oued particles are transparent, the light, m addition 
) being reflected at the surface of each particle, may be 
ffracted and dispersed In the formation of rainbows or fog- 
ows, the meide-nt light is refracted, reflected, and refracted 
£am inside eacht particle Secondary bows are produced by a 
irther internal reflection and refraction Rainbows of richest 

< flour are produced by drops of from 0*2 to 0-4 mm diameter. 
Such meteorol ogical phenomena as solar and lunar haloes 

. id parhelia a,re due to the reflection and refraction of the light 
■ the sun or moon by small crystals of ice suspended m the 
. mosphere 

The light red ected by cloud particles is partially plane 
] flarised It is •difficult, however, to detect the polarisation of 
i ie diffused redacted light that has been reflected many times, 

* id m many diff erent directions, by the particles of the cloud. 

Wood 10 has shown that the cloud formed by the condensa- 
1 on of iodine vaipour scatters deep red light, which is plane 
] flarised m a plane parallel to the direction of the incident 
1 v am. r I'he p suicides of this cloud were of an average diameter 
( 0*003 ram. By transmitted light the cloud appeared colour - 
1 4K. This abnormal polarisation is attributed to the trans- 
] irency of the psarticles A part of the incident beam will be 
i fleeted from tlie surface of the particles, will be colourless, and 
3 ill be polarised *quite normally in a plane perpendicular to the 

< rection of the incident ray. The other part of the incident 
1 am will be refracted and reflected inside the particles. It 
i erefore undergoes absorption, and emerges highly coloured 
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and polarised m a plane parallel to the direction of the incident 
ray Similar behaviour was observed with a cloud of mtroso- 
dimethylamline 

Diffraction. — In addition to reflection and refraction, light 
passing through a cloud may be diffracted Diffraction haloes 
are observed when the sun or moon is viewed through a cloud 
of opaque or transparent particles The angular diameter Of a 
halo is inversely proportional to the size of the particles pro- 
ducing it 11 The order of the colours in a diffraction halo is the 
reverse of that m a rainbow, red being outermost. 

Young has devised an ingenious apparatus for measuring the 
diameters of fibres or small particles of any sort by observing 
the diameter of the diffraction halo produced by such particles 
under standard conditions of illumination. 

The diffraction of light by fine clouds of condensing water 
vapour has been investigated by Kiesslmg, 12 Aitken n and 
Barns. 11 Barus allowed low pressure steam to be discharged 
into warm air contained in a suitable observation tube. As 
condensation takes place the light transmitted by the resulting 
cloud exhibits a magnificent display of colour changes. The 
succession of diffraction colours can be obtained either by 
gradually diminishing the pressure of the steam — e.g., from 
156 cm of mercury down to the atmospheric pressure— or by 
using a large amount of low pressure steam and admitting 
varying amounts of dusty air. The size of the particles is 
determined from the colour and order of the spectrum. Barus 
observed particles ranging m diameter from 0*01 mm. to 
0*0025 mm. 

Tohnan 15 has shown that the intensity of the light reflected 

J\/( ) 

by cloud particles is equal to , where (1 is the concentration 

(mass of disperse phase per unit volume), and d the diameter of 
the particles. For a given degree of dispersion the intensity of 
the reflected light increases with increasing concentration. For 
a given concentration the intensity diminishes as the particles 
increase in size — i.e., diminish in number. 

Optical Resonance. — For most substances the intensity of 
the reflected light is almost independent of the wave-length. 
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tame substances, however — for example, the metals and certain 
iyestuffs — show markedly selective reflection They reflect 
paves of lengths approximately equal to those which they absorb 
'’his selective reflection is attributed to the optical resonance of 
he particles at the surface of the substance Optical resonance 
s a special case of fluorescence If the resonating particles are 
eparated by distances much larger than their diameters, as, 
Dr example, the particles of a cloud, the light may be absorbed 
nd re-emitted on the further side from the source of light, 
odium vapour absorbs yellow light and transmits blue W ood 16 
as shown, however, that the metallic fog produced by the con- 
ensation of sodium vapour scatters violet light, and transmits 
ellow. This appears to be due to the optical resonance of the 
tetal cloud particles 

A potassium cloud behaves similarly, but scatters longer 
aves than those scattered by the corresponding sodium cloud, 
y regulating the conditions it is possible to get potassium 
ouds which will scatter red, yellow, and green rays, and trans- 
ut blue Changing the nature of the dispersion medium greatly 
odifi.es the optical character of the cloud. 

Smokes. — Particles that are too small to reflect or refract 
] jht cannot be said to be opaque or transparent The incident 
] £ht, depending upon its wave-length, is either scattered by the 
] irticles or is unaffected Tyndall found that very fine smoke 
] irticles scatter blue light and transmit orange -red. This is 
i dII seen with freshly formed cigar smoke, or with producer gas 
c capmg from the poke-hole of the producer. These appear 
1 ue against a dark background, and orange-red agamst the 
1 ;ht. The scattered light is plane polarised, the direction of 
r Liximum polarisation being perpendicular to the direction of 
t e incident beam. As the particles increase m size the blue 
c lour gradually disappears, the scattered light ultimately 
a pearing white. At the same time, the direction of maximum 
l larisation shifts towards the origin The intensity of this 
r I mdall beam depends upon the degree of dispersion, the con- 
c itration of the disperse phase, and the wave-length of the 
h iident light. 

Lord Rayleigh 9 has shown that the intensity (I s ) of the light 

5—2 
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scattered m a direction making an angle ji with the incident 
beam is proportional to 


i(D' - D) 2 
D 2 


(Id- cos 2 /3). 


n_7T T 2 
T 4 ‘ 


(18) 


where I is the intensity of the incident light, D' is the 
optical density of the particle, D of the dispersion medium, n 
is the number of particles per unit volume, T the volume of 
a particle, and A is the wave-length of the scattered light 
For a given disperse system we can write — 


A ?i 7 6 
A 4 : 


(19) 


where n is the number of particles ot radius /*, scattering light 
of wave-length A. 

It follows, therefore, that — 

(1) For a given degree of dispersion the intensity with which 
light of a given w r ave-length is scattered is proportional to the 
concentration of the disperse phase. 

(2) For a given degree of dispersion light of different wave- 
lengths will be scattered with an intensity which is inversely 
proportional to the fourth power of the wave-length. 

(3) For monochromatic light the intensity is proportional to 
the sixth power of the radius 

Since the intensity is inversely proportional to the fourth 
power of the wave-length of the incident light, it follows that, 
when white light falls upon smoke containing particles of a given 
radius, the longer red rajs will be scattered with only one- 
twelfth of the intensity of the shorter violet rays. For some 
wave-lengths, not necessarily in the visible region of the 
spectrum, there will be a maximum intensity. 

Rayleigh's expression has been tested experimentally* by 
Bocks. 161 High pressure steam was charged with condensation 
nuclei by the addition to it of a small quantity of hydrochloric 
acid. On being released through a narrow orifice* the steam 
condensed to form a blue jet. Bocks then measured speeiro- 
photometrically the intensities of the scattered light of different 
wave-lengths, and compared the experimental results with those 
that were calculated according to Rayleigh's theory. 
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The relative intensities are compared m Table VI 


Table VI 



Relative Intensity 

Wave-length (fx/x) 



Obseived 

Calculated 


700 

1 

1 0 

1 0 

590 

1 5 

2 0 

540 

2*9 

2 8 

470 

44 

4 9 

410 

9 8 

8 5 


Better agreement was obtained when monochromatic light 
yas used instead of a band of the spectrum, probably because 
he degree of dispersion of the cloud was not uniform, and 
arger droplets would affect the intensity to a different extent 
ti different parts of the spectrum 

Tolman and Vliet 17 have devised a Tyndallmeter for measur- 
cig the intensity of the Tyndall beam It consists essentially 
f a glass-sided cell in which a sample of smoke or any other 
ransparent disperse system can be illuminated transversely by 
. light of known intensity The intensity of the scattered light 
3 measured photometrically. 

Tolman has studied the relation between the intensity of the 
"yndall beam and the concentration of the disperse phase, 
"or ammonium chloride smokes, varying m concentration from 
*005 to 0*12 mgra per litre and from 0*25 to 1*2 mgm per litre, 
re Tyndallmeter reading m foot-candles is found to be directly 
roportional to the concentration of the smoke m milligrams 
er* litre, provided that — ■ 

(a) The concentration is not high enough to cause appreciable 
paeitv, and 

(b) The size of the particles remains practically unaltered 

As the result of a very large number of experiments with 

tany different smokes, Tolman finds that, at a given con- 
mtration, the intensity of the Tyndall beam increases as the 
*,gree of dispersion increases. 
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A Tyndall cone or beam is generally regarded as a distin- 
guishing characteristic of a colloidal system There is, however, 
no lower limit set by Rayleigh’s theory to the diameter of the 
scattering particles It must, therefore, apply equally to such 
small particles as gas molecules The intensity of the light that 
is scattered by molecules will be less than that of light scattered 
by larger particles, since the intensity is proportional to the 
square of the volume of the particle In the laboratory, using 
a small volume of a fine smoke, it is extremely difficult to dis- 
tinguish between the light that is scattered by the molecules of 
the dispersion medium and the light that is scattered by the 
particles of the disperse phase In the atmosphere, however, 
the accumulated scattering effect of the molecules of the 
atmosphere preponderates, and even at great altitudes— 2,000 
to 3,000 metres, well above the denser dust layer — the blue 
polarised light of the sky still persists with no appreciable 
change 

Cabanncs, m 1915, observed that light is scattered by pure 
air. Loid Rayleigh (R. J Strutt) lfi has shown experimental!} 
that light is scattered by dust-free air, and that — 

(1) Other gases behave similarly, hydrogen to a less extent, 
oxygen to the same extent, and carbon dioxide to a greater 
extent than air 

(2) In all cases, the scattered light is blue. 

(3) The scattered light is almost completely polarised, 

(4) The spectrum of the scattered light is identical in range 
with that of the incident light, thus eliminating the possibility 
of fluorescence or absorption 

tt has been shown that non-sphencal particles also scatter 
some polarised light in a direction that is parallel to the incident 
beam. By measuring the relative intensity of the polarised 
light that is scattered by a given smoke in directions respectively 
perpendicular and parallel to the incident beam it is possible to 
determine the approximate shape of the particles. Lord Ray- 
leigh, working with pure gases, was able to determine the 
forms of their molecules. 

With hydrogen, pentane, ether vapour, the intensity of the 
parallel scattered light was only about 1 to 2 per cent, of that 
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cattered perpendicularly. The molecules of these gases are, 
herefore, very nearly spherical 

With CHQ1 3 , C 2 H 4 , N 2 , Cl 2 , CO, CC1 4 , C 6 H 6 , 0 2 , C0 2 , CS 2 , CN, 
TO, the proportion was from 3 to 14 per cent These molecules 
,re, therefore, more elongated or disc-shaped 

With helium the intensity of the parallel scattered light was 
approximately 50 per cent of that scattered perpendicularly 
[’his result is probably to be attributed to the unidirectional 
filiation of the helium atom 

Tyndall 19 showed that, as particles scattering blue light 
gradually increased in size, the blue colour gradually dis- 
bppeared, the scattered light becoming white, while the direc- 
tion of maximum polarisation shifted towards the source of the 
ight When this white, scattered light was viewed through 
he Nichol prism, held m a position m which it would ordinarily 
extinguish the scattered light, the long wave constituent, being 
low the most strongly polarised, was extinguished, and, there- 
ore, the blue colour appeared agam m mcreased splendour 
Tyndall called this blue colour “ the residual blue ” 

Electrical Properties 

There is a sense in which an ionised gas may be regarded as 
he simplest form of a one-component disperse system Gas 
ons possess very different properties from uncharged gas mole- 
cules or atoms They resemble charged smoke particles m 
heir behaviour m an electric field, m being removed from the 
jas by filtration and in serving as condensation nuclei. 

A gas may be ionised 20 by the action of ultra-violet light, 
t-rays, or radioactive substances , by contact with hot bodies 
thermions) ; by friction against solid or liquid surfaces ; by 
chemical reaction , or by an electrical discharge. 

In each case, both negative and positive 10 ns are produced. 
The negative 10 ns are considered to be electrons that have been 
ietached by the ionising force from electrically neutral mole- 
cules, the positive ions being the positively charged molecular 
‘esidues In gases at ordinary pressures, the mean free path 
)f the molecules is so short that an electron will exist in a free 
condition only for a very short time, and will soon become 
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attached to a neutral or positively charged molecule Gaseous 
ions, unless m a rarefied gas, may, therefore, be regarded as 
consisting of molecules of the gas which have lost gr gamed one 
or more electrons The number of ions formed in a gas is very 
small compared with the number of ions formed when a salt is 
dissolved m water The number is rapidly diminished by the 
collision and recombination of oppositely charged ions with one 
another. The rate at which oppositely charged ions recombine 
to form neutral molecules is increased by the presence m the 
gas of suspended solid or liquid particles that adsorb the ions. 
Ions are also removed by diffusion to the walls of the containing 
vessel, although this effect is generally small enough to be 
negligible 

When an ionised gas is exposed to the influence of a uniform 
electric field of strength X, the positive and negative ions will 
move with velocities u and v respectively, where u = K x X and 
v - K 2 X, ^ 

K x and K 2 , the mobilities of the ions, are constant for a given 
gas under given conditions of temperature and pressure. The 
mobilities of positive and negative ions of different gases are 
shown in the following table 21 *— 

Table VII 




Hydrogen 
Hydrogen (moist) 
Air 

Air (moist) 
Carbon monoxide 
Carbon dioxide 
Sulphur dioxide 
Pentane 
Ammonia 


> 6*70 cm. per see. 

I r»:m „ 

KMi „ 

KMS „ 

MO „ 

0-81 „ 

0-44 „ 

0-35 „ 

0-74 „ 


7-!)f> cm. per see 
j o-00 
1-87 

I 1ml .. 

M4 „ 

| o-sr> „ 

0-41 „ 

U-35 „ 

0-80 


The greater mobility of the negative ion is due to the fact that 
for the first part of its path it is a free electron, moving with a 
relatively high velocity, until it becomes attached to a neutral 
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i olecule As the pressure of the gas is reduced, or as its 
1 mperature is increased, the mean free path of the gas molecule 
1 >comes longer, so that the time spent by the electron m the 
f ?e state is considerably increased Consequently it is ob- 
s rved that, under such conditions, the mobility of the negative 
i i rapidly becomes greater 

All the ions that are produced m gases by radioactive bodies, 

] rays, canal rays, or ultra-violet light, are apparently identical 
I mgevm 22 calls them “ small ions,” and assumes them to con- 
s it of an ionised molecule, to which one or more neutral mole- 
c les are attached by electrostatic forces In unit field, at the 
c dmary temperature and pressure, these small ions move with 
a velocity of about 1 cm per second 

<c Large ions ” 23 are produced m the cool part of a flame, or 

i a dusty gas or smoke, or when gases are produced electro- 
1; acally or chemically, or are bubbled through salt solutions, 
o when liquids are sprayed or splashed m a gas They move 

ii ich more slowly than “ small ions,” the mobility being of the 
o ler of 0*003 mm per second, m unit field These “ large ” 
i< is vary m size up to microscopic dimensions They are 
a mined to be large clusters of neutral molecules round a charged 
n decide, and, if liquid particles, may be considered to be small 
c arged droplets Their low coefficient of diffusion retards 
n iombmation, and tends to stabilise the conductivity of the 
g * in which they are formed. As the gas cools or ages the 
n >bility of these large ions decreases, probably because their 
n tss is increased by further condensation, or by coalescence 
r i esc large ions are apparently identical m character with 
e irged smoke particles The mobility of charged dust and 
si oko particles will, in many cases, be considerably less than 
0 '08 mm per second. 

The Charge on an Ion If an ionised gas, saturated with 

ter vapour, be subjected to a sudden adiabatic expansion, it 
b xmies supersaturated. The excess water vapour condenses 
u on the gas ions to form a cloud. The degree of expansion 
r< [uired to produce this cloud condensation is less for negative 
it s (1*20) than for positive ions (1*30) 24 

1. J. Thomson 25 carried out this expansion so that eondensa- 
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tion occurred only on the negative ions. By observing the rate 
at which the cloud droplets settled (the droplets being all of the 
same size) it was possible to calculate the size of r tlie droplets, 
using Stokes' law The amount of water precipitated and the 
total quantity of electricity brought down with it were then 
measured The charge on each droplet was assumed to be 
equal to the charge originally present on the ion, and was found 
by dividing the total quantity of electricity by the number of 
drops 

H A Wilson 26 applied to the falling droplet an electric field 
of strength X, just sufficient to balance the force of gravity, so 
that the cloud remained stationary. The charge on each drop- 
let was equal to where m is the mass of a droplet calculated 

by observing the rate of free fall of the droplets under gravity. 
In both these methods, m tends to dimmish during the experi- 
ment, owing to re-evaporation, as the gas gradually warms up 
after the expansion 

Millikan 27 has overcome this defect by his oil-drop method, 
already described on p 50 lie found that the charges 
acquired by small droplets of various sizes of various liquids 
suspended in air, and using different ionising agents, were always 
a multiple of 4*774 >< I0~~ 10 esu, the accuracy being of the 
order of one part m a thousand It was found that the charge 
acquired or lost by an oil drop at each collision was almost 
invariably a single electronic charge, although, of course, a 
number of charges may be present on a single drop simul- 
taneously. 

The Value of e, the Electronic Charge. When the gas in 

which the oil droplet is suspended is exposed to an ionising 
radiation, the charge upon the droplet constantly changes as 
individual positive or negative gas ions attach themselves to it 
From the magnitude of the change produced by each arriving 
ion the charge (a) upon the ion can be determined. In this 
way Millikan made hundreds of observations of the magnitude 
of the charges carried by the ions of the gas. He found that 
“ the electrical charges on the ion all have either exactly the 
same value or else small exact multiples of that value/ 5 The 
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v lue of this electronic charge (e) is 4 774 x l(r 10 esu He 
si >wed that the resistance of the medium to the motion of a 
d >p through, it is exactly the same whether the particle is 
h ,hly charged or uncharged A very small droplet of almost 
n tecular magnitude would encounter more resistance if it were 
c] irged, since the charge upon it would drag an increased 
n mber of gas molecules into collision with it 

From observations of the movements of many charged drops 
u der gravity and also m an electric field, it is evident that the 
d >ps are not distorted by the electric field, but behave through- 
o b like rigid spheres. It is possible that very small particles, 
C( lsistmg of only a few molecules, would become polarised and 
d torted m an electric field 

tChrenhaft and others 28 using Millikan's method, but working 
v h much smaller droplets of gold, silver and mercury, ob- 
ti ned values for e which were considerably smaller than those 

0 tamed by Millikan. They concluded that the unit electrical 
c irge is considerably smaller than 10“ 10 esu 

Millikan has pointed out that the number of observations , 
fi m vhich they calculate the statistical average (A£) 2 , is 
t< ) small to give a reliable result Dust particles becoming 
a ached to a particle of silver, gold or mercury would greatly 
n >dify its apparent density. The accuracy of the observations 
n ty also be impaired by the evaporation of the drop during the 
e periment. Millikan carried out further experiments with oil 
d ips and mercury drops even smaller than those used by 

1 irenlmft, and suspended both m air and m hydrogen. He 
f< md no indication of any variation in the value of e with the 
si e of the drop He concluded that the apparent value of the 
e ctron is independent of the nature of the gas, or of the 
n derial of the drop, or of the size of the drop. 

VTore recently various workers have shown that observations 
n icle upon very small particles, such as those used by Ehren- 
h ft, give variable results. 

In making repeated measurements of the rate of fall of the 
g ran particle, the apparent mass of the particle is observed to 
d ninish. According to Targonski, 20 this is due to bombard- 
r rnt of the particle by the gas molecules, causing disintegration 
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of tlie surface of the particle, some of the surface molecules of 
the particle being replaced by gas molecules With mercury 
droplets he finds that the decrease of mass per unit surface per 
unit of time becomes less as the pressure of the gas is diminished, 
and is, in fact, proportional to the number of gas molecules 
present The mass of a mercury droplet diminishes more 
rapidly and more regularly if the mercury be pure and if the 
droplet be positively charged He considers that particles 
formed at high temperature — e g , m the electric arc — probably 
have too small a density, owing to enclosed or adsorbed gas 

Schidlof 30 and AIcKcehan 31 find the density of the particle 
to vary with the nature of the surrounding gas, and attribute 
this variation to the adsorption of gas at the surface of the 
particle. 

The Brownian movement of a particle, unlike its movement 
under the mlluence of an external force, is independent of its 
form or density Measurements of the Brownian movement 
give a more uniform value of e, but lower than those given by 
the oil-drop method, and higher than those obtained v ith arc 
particles Targonski 32 finds, from his results and Fletcher's, 
that the value of e obtained from observations of Brownian 

motion approaches nearer to Millikan's as - increases. 

Targonski and Schidlof consider that the theory of Brownian 
motion only applies rigorously when 7 is small compared 
with A. 

Furth 33 suggests that the discrepancy between Millikan's and 
KShrenhaft's results can be explained by assuming (I) the exist- 
ence of a fundamental unit quantum of electricity of charge 
e - 4*77 X 10 10 e s u., and (2) tiie existence of a continuously 
variable positive charge which approximates to an average tnjual 
to the charge on a positive ion m electrolysis. 

liegener 34 considers that Ehrenhaft's particles, being so much 
smaller than Millikan's, should be corrected for adsorbed gas. 

JUe Broglie 35 observed the Brownian motion at different 
pressures of the particles of a smoke made by burning a mixture 
of phosphorus and vaseline. Einstein's formula holds satis- 
factorily at pressures from 760 mm. to 10 mm. of mercury, but 
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a pressures between 10 mm and 1 mm there is a considerable 
li rease m speed and amplitude. 

it is generally found that the electrically charged particles of 
a moke carry only a single electronic charge, the number of 
p 'tides with two or more charges being very small This is 
d 3 to the number of particles bemg greater than the number 
Oj available ions m the gas, and also to the greater probability 
o a highly charged particle acquiring oppositely charged ions, 
sc that its charge becomes partially or completely neutralised 
3onduetivity of Flames. — Flames conduct electricity The 
n >bility of the negative ions in a flame is about a hundred times 
t] it of the <£ small ” ions produced by the ordinary ionisation 
o r gas 36 The positive ions are apparently ordinary “ small 55 
ic ls , the negative ions are assumed to be electrons The 
c 'rent (i), passing between two electrodes immersed in the 
fi me, is related to the voltage (v) by the expression — 

^ 2 — a x Vj 

v Lere a is a constant , % is independent of the distance 
b tween the electrodes, since, throughout the greater part of 
tl * field, the rate of recombination of the ions exactly balances 
t 3 rate of ionisation. Near the electrodes ions of one kind 
o ly will accumulate, so that the rate of recombination will be 
v ry low. There will thus be an increased conductivity m the 
n ighbourhood of the electrodes, particularly of the cathode. 

The conductivity of the flame is greatly increased by the 
p \senee of salt vapours, notably those of the alkali metals, 
p mcled that the vapour of the salt comes into contact with the 
e bhodc. The salt is ionised, particularly m the neighbourhood 
o the cathode. A sodium electrode only gives a yellow Bunsen 
fl n*e when it is made a cathode— i e , when there is a sufficient 
c ncentration of sodium ions. H. A Wilson 37 has shown that 
t 3 same quantitative relationships hold for the passage of a 
c rrent through a salt vapour as through a corresponding 
a ueous solution of the same salt The recombination of the 
i< is of the salt vapour can be checked by a sudden cooling. 
Q lus, many metals can be deposited upon a cold surface from 
f] mes containing their salts. 
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The luminosity imparted to a Bunsen ilame by metallic salts 
is attributed to the recombination of the dissociated salt 
vapour. 38 A flame may lie rendered luminous by the presence 
of incandescent solid particles m it — eg., carbon particles in a 
luminous gas ilame 

The cool gases of the flame also contain ions Lf the products 
of combustion are gaseous at the ordinary temperature —for 
example, the combustion of carbon monoxide m air—'* small 11 
ions only are present m the gases. 39 Large ions are pro- 
duced when the products of combustion are liquid or solid at 
the ordinary temperature — for example, a hydrogen flame, or 
flames m which metal oxides or chlorides are formed The 
u large " ions produced fxom flames cannot bo seen in the ultra- 
microscope, possibly because they consist of a loose grouping 
of molecules too diffuse to give an ultramieroscopie image, 10 

Clouds and Smokes, — In practically all clouds and smokes, a 
proportion of the particles are electrically charged. 

(1) The particles may become charged by contact with the 
dispersion medium, possibly on account of the specific adsorption 
of gas ions at the surface of the particles 

(а) Bust becomes charged electrically when blown about in 
the air. Rudgo 41 has shown that the charge acquired by the 
dust particles varies according to their chemical composition. 
Generally speaking, from experiments carried out in air,— 

(1) Non-metallic dust becomes positively charged. 

(2) Metallic dust becomes negatively charged. 

(3) Bust of acid-forming oxides becomes positively charged. 

(4) The dust of basie-fonmng oxides becomes negatively 
charged. 

(5) With salts the charge depends upon the relative strength 
of the acid and basic ions. 

The electrification of the dust during dust storms in South 
Africa is invariably positive, the dust being usually of a siliceous 
character, in England, on the other hand, clouds of calcareous 
dust raised by motor cars have been found to be negatively 
charged. The air in the neighbourhood of the dust clout! 
becomes oppositely charged, 

(б) When liquid splashes or is atomised in a gas, the increase 
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o specific surface is generally associated with the electrification 
o the droplets 12 

vVhen large^ raindrops, m falling, are flattened and broken by 
t] s resistance of the air, the drops become positively charged, 
t] s surrounding air being negatively charged 43 Similarly, m 
v terfalls, the water becomes positively charged, the air m the 
n ghbourhood of the waterfall being negatively charged. 

V len water is sprayed m air, the size of the ions produced 
d lends upon the humidity of the air 44 

g) When a vapour — e g , steam — expands suddenly into the 
a through a narrow orifice, the particles of the resulting cloud 
a > found to be electrically charged 45 

Mith steam the water droplets acquire a positive charge. 
T is fact forms the basis of Armstrong's hydro-electric machine 46 
T e phenomenon was investigated by Faraday, who found that, 
w ii perfectly dry steam, no electricity was produced He 
aj nbed it to the friction of the water globules against the walls 
o the orifice The addition of acids, salts or fatty matter to 
tl i water, even m minute quantity, prevents the development 

0 dectricity The kind of electricity produced with pure steam 
d lends upon the material of which the orifice is formed. With 
a, ivory orifice little or no electricity is produced If turpentine 
is idded to the boiler, the steam becomes negatively charged. 
S filar effects are obtained with a current of moist air 

d) When a gas containing neutral nuclei is bubbled through 
e< tain ionising liquids, the nuclei become electrically charged 47 

,Vater, salt solutions, alcohols, are ionising liquids , benzene, 
el or, mineral oils, are not. 

2) Cloud or smoke particles may acquire their charge by 
di Bet dissociation, or from the ions produced by the ionisation 

01 the dispersion medium. Particularly is this the case when 
hi okcs are formed at high temperatures— e g by combustion— 
oi when clouds are formed by the condensation of vapour upon 
gi icons ions, 

\n ionised gas, when bubbled through water, forms a cloud. 
I is cloud disappears when bubbled through H 2 S0 4 , but 
rc ppears in moist air. 48 

3) The particles may become electrically charged by the 
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direct action of an ionising agent — e g , ultra-violet light or 
radioactive substances 

De Broglie 49 has shown that uncharged smokes and clouds 
become charged when exposed to radioactive substances, both 
negative and positive ions being produced 

Neutral nuclei may be produced when gases from flames or 
when certain liquids — e g , benzene — arc sprayed, or w hen damp 
substances are heated They can be ionised directly by any 
ionising radiation, or by contact with a carbon monoxide 
flame 50 

According to De Broglie and Rnzard, 51 — 

(a) Fumes produced by chemical action without rise of 
temperature do not contain charged particles — for example, the 
action of moist air upon SnCl 4 , RiF 4 , fid, HNO y , H 2 R 2 0 7 , 
PC1-, AsC1 3 , etc. 

(b) Fumes produced by violent chemical action contain 
charged particles of both signs— for instance, the action of 
water upon H 2 S0 4 , P 2 0 5 , PCl 5l metallic sodium, etc 

Fumes produced by flaming combustion contain charged 
particles — e g , powdered arsenic or antimony projected into 
chlorine, or the spontaneous combustion of PH n 

NH 4 CI smoke consists of particles of one sign, travelling with 
a relatively high velocity. 

The proportion of charged particles m a smoko or cloud will 
not only depend upon the way m which the cloud or smoke is 
produced, but, since smoke particles accelerate the recombina- 
tion of gaseous ions, it will depend also upon the age of the 
smoke. 

The presence of these charged particles greatly affects the 
stability of a gas-liquid or a gas-solid disperse system. If all 
the particles are charged with the same sign, the system will be 
very stable, as the particles wall mutually repel each other. In 
some cases, however, the system will contain some neutral 
particles, and these will be attracted by the charged particles by 
reason of the opposite charge induced upon them. Where the 
system contains negatively and positively charged particles, 
collision and coalescence will take place readily 

The flocculation of a smoke is accelerated by exposing it to 
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th influence of an alternating electric field Lodge 52 has 
sh wn that when various smokes— tobacco, camphor, tur- 
pi tine, Mg(X NHjOl, (NH 4 ) 2 S0 3 , P 2 0 5 , steam, brown paper, 
le« 1 funic, zinc fume — are subjected to an electric discharge of 
so le few thousand volts, the smoke particles form m masses or 
fit es along the lines of force and then precipitate on the floor 
of ffie vessel He shows that positive or negative electricity 
ac $ m the same v T ay, that point electrodes are more efficient 
th n knobs, and that a brush discharge — % e , anything that 
el< ‘trifles the an itself — is the most effective flocculating agent 

V T ith liquid disperse particles the presence of an electric 
cl rge reduces the effect of the surface tension of the liquid, and 
a! ) its vapour tension, to an extent which is inversely pro- 
pi tional to the fourth power of the diameter of the drop It 
is roll known that, when a charged stick of sealing wax is held 
iK r to a fine spray of water, the water drops coalesce, and the 
sj yy changes into a coarse ram 

n the absence of suitable nuclei, the condensation of a vapour 
is iiffieuit and only occurs when the supersaturation of the 
vi >our is sufficiently intense to bring about the condensation 
of the vapour upon the vapour molecules themselves Con- 
di usation is facilitated if the condensation nuclei be charged. 
M st vapours condense more readily on positive ions, water 
hi ug an exception 

"he vapour tension of a charged droplet is lower than that 
of a neutral droplet of the same size 56 Consequently the 
n< itral droplet will tend to evaporate and condense upon the 
cl rged droplet. It is very difficult to dry completely a gas 
ec taming charged droplets or nuclei. As the gas is dried and 
tb drop evaporates r diminishes, Q, the amount of elec- 
tr tty on tine drop, remaining constant Thus the electrical 

ei rgy of the droplet increases. As the drop gets 

Hi) iller its vapour tension will increase. Ultimately the two 
fo :cs balance each other, and the drop persists Water drop- 
le i formed on gaseous ions in the atmosphere at the ordinary 
te iperature persist when the radius has reached 3 x 10“ 7 cm. 
T< reduce the radius by half by simple evaporation, it would 

6 
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be necessary to reduce the relative humidity of the air to 
3 X 10 14 per cent 

Probably the only way m which such a gas can fie completely 
dried is by removing these dioplets by electrostatic precipita- 
tion. 

Behaviour in an Electric Field. — A charged particle m an 
electric field will move under the direct action of the field 
Assuming Stokes 5 law, the velocity imparted to a charged par- 

Xa 

tide by a field of X volts per centimetre equals - where 

is the charge on the particle, and i its diameter 

At sufficiently high voltages particles that originally are 
uncharged acquire a considerable mobility, even when they are 
relatively large 51 This fact forms the basis of the electrostatic 
process of smoke precipitation 

When smoke or dusty gas is passed tlnough an earthed 
cylinder m which a highly charged wire is fixed axially, any 
gas ions or charged particles present m the gas will be acted upon 
by the field, and will either move towards the wire or towards 
the surface of the cylinder, according to the sign of the charge 
they carry The intensity of the field m this ease is inversely 
proportional to the distance from the axial wire. It is intense 
near the wire and small near the cylinder If the vtire be 
negatively charged, positively charged particles present m 
the gas will be attracted towards the wire, and, owing to the 
increasing intensity of the field, their velocity will rapidly 
accelerate as they approach the ware. Negatively' charged 
particles or ions will be attracted towards the cylinder. 

The velocity acquired between two successive collisions by an 
ion of mass (ni) and charge (r), moving under the action of a 
field of strength (X), is - 


XcA 
wV’ ’ 


( 20 ) 


where A is the length of the* mean free path of the ion, m its 
mass, and V its mean velocity (thermal agitation). 55 Its 
velocity on striking another molecule of the gas is thus, for a 
given pressure of the gas, proportional to the intensity of the 
field. If the field be so intense that the velocity of the ion is 
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s fficient to produce ionisation by collision with the molecules 
c the gas or of the electrode, ionisation will occur m the neigh- 
l urhood of 1;he wire electrode. The negative ions formed will 
l repelled by the negatively charged electrode, and will move 
a a high velocity from it towards the surface of the cylinder 
1 lese streams of rapidly moving ions charge the suspended 
j rticles, and also, by their impact, drive the particles to the 
s rface of the cylinder, the mechanism of the action being 
s nilar to that of the electric wind 

Negatively charged dust or smoke particles will also move 
t wards the cylinder under the direct action of the electric field 
ice the actual mobility of such a particle m unit electric field 
i! probably considerably less than 0 003 cm per second, and 
t e potential gradient used m electrostatic precipitation rarely 
e ceeds 5,000 volts per centimetre, the mobility imparted to 
t e particle by the direct action of the field will not exceed 
1 cm. per second. Considering the velocity with which the 
g s streams through the precipitator, it is clear that this 
r ibility is altogether too small for effecting precipitation of 
t 3 particles. Actually, therefore, the particles are deposited 
n unly by the electric wind that is set up between the two 
e tetrodes 

Some positively charged particles are deposited upon the wire 
e tetrode, forming irregular deposits which, if not removed, 
l oduce an uneven distribution of the current 

When charged smoke particles pass m close proximity to an 
t [charged wire or metal plate, they are seen to change their 
c ’ection, and fly to the wire, probably on account of an opposite 
c arge induced on the plate or wire 56 It is found in practice 
t at metal plates (Freudenberg) or wires (Roesing), suspended 
i any flue or settling chamber through which metallurgical 
s Loke is passing, rapidly become coated with a thick deposit 
( dust 

When hot gases stream over suitable surfaces, both gas and 
s rface become electrically charged Conceivably a smoke 
c uld be treated by passing it first of all between a number of 
‘ 3 harging baffles set fairly close together, and then over a 
s ues of ££ depositing 5J baffles 

( 5 — 2 



84 


GENERAL PROPERTIED OF AERODOLD 


RiEKKKEKCEvS. 

1 MoA die Aerography (Hairap, J 91 7) 

2 Tyndall Pioc Roy Inst , London (1870), 6, p i r 

3 Rayleigh Proc Hoy Hoe , Dec, 1882, also Natino, XVI3I , 

p 139 

4 Attken On the Formation of Small, Clear Spaces m Dust-v Air 

Trans Roy Hoc , Edinburgh (1881), 32, pp 239—272 

5 Lodge, Oliver J On Lon] Rayleigh's Dark Plane. Nature 

(1883), XXVIII , pp 297 — 299. 

Lodge, 0 3 , and Clark, J W. On the Phenomena exhibited by 
Dusty Air m the Neighbourhood of Strongly Illuminated Bodies 
Proc Phys Hoe , London (1884), 6, pp 1 — 29 
Lodge, 0 J Dust-free Spaces Nature (1881), XXIX , pp 610 — 
013 Also Dust Natuie ( 1885), XXXI , pp 2 Go — 209 Hee also 
Presidential Address, Jour Roy. Sanitary Inst (1900), 27, 

p 12 

6 Jour Phys Chem (1920), 24, p 121. 

7 Attken Collected Scientific Papers (Camhridae, 1923), 

8 Ostwald Koll. Chem Berh Z (1910-11), p 109 
Kirohhof Kolloid Zeit (1918), 22, p 98 

9 Rayleigh Phil Mag (1871), (1), 41, pp. 107, 271, 4 17, (1881), 

(5), 12, p 81 , (1899), (15), 47, p 375 

10 Wood. Physical Optics (19 J J), p 028 

1 1 Wood. Physical Optics (1911), pp 210-212. 

12 Kiessling. Dammerungsst hemen (1888), p 110 

13. Attken Proc, Rov Hot , Edinburgh (1889), 16, p. 135; also 
(1890), 18, p 259 

14 Barits. Smithson, Oontr (1901), No. 1309 Smithson hist 
(1909), 29, No 13 Carnegie Inst. Pub (1907), No. 02 , (1908), 
No, 90. 

15. Tolman, Revehsov, Vliet, Cerke and Brookes J Am. Chem, 
Hoe (1919), 41, p. 300 

Tolman, Cerke, Brookes, Herman, Millie \x \m> Hmyth. 
J. Am. (‘hem. Hoc. (1919), 41, p. 575, 

10. Wood Physical Optics (1911), p. 039. 

10a. Books. Wicd Arm (1899), 68, p 071. 

17. Tolman AND Vwbt. J. Am. Chem, Hoc. (1919), 41, up, 297, 300, 

304, 575, 

18. Strutt, R. J. Proc Roy. Hoc. (1918), 94 a, p. 453, 

19. Tyndall. Phil. Mag (4)/87, p. 388. 

Rayleigh Phil Mag. (1881), (5), 12, p. Hi. 

20. Crowther Ions, Electrons and Ionising Radiations (Arnold, 

1920). 

2L Crowther Lou. c//„ p. 28. 

22. Langevin. Ann, Oh, Ph, (1903), p. 289. 

Loeb. Proc. Nat. Acad , II. (1910), p. 315 
Wellisch. Am, J. Sci. (1915), 39, p, 583. 

23, De Broglie. J, Physique, 9, pp. 205 —221 



GENERAL PROPERTIES OF AEROSOLS 


85 


f Wilson, CTR Proc Camb Phil Soc (1897), IX , p. 333. 

S Thomson, J J Phil Mag (1898), 46, p. 528 
S Wilson, H A Phil Mag (1903), 5, p 429. 

5 . Millikan' 1 Phil Mag (1910), 19, p 209 
l . Konstantinowski Physik Z (1915), 16, pp 369 — 372 
i Schidlof and Targonski Brownian Movement of Oil, Cadmium 
and Tin m different Gases at various Pressures Compt Rend 
(1916), 162, pp 788 — 791 Also Discussion of Work of Zerner 
and Fletcher Physik Z (1916), 17, pp 376 — 388 
Targonski. Effect of Molecular Bombardment on very Small 
Particles of Liquids suspended m a Gas Arch Sci. Phys. Nat. 
(1917), 43, pp 295—306, 389—401 

« i Schidlof. Brownian Movement of Electrified Particles m Gases 
Rev Gen Sci (1916), 27, pp 584—591 e and N Arch. Sci 
Phys Nat. (1915), 40, pp 339—340, also (1918), 46 (Supp ), 
pp 61 — 63 Properties of Small Droplets of Mercury Phys Z 
(1915), 16, pp 372—375 

Schidlof and Karpowicz Properties of Mercury Droplets and e 
Arch Sci Phys Nat (1916), 41, pp 125—148 
Schidlof and Murzynowska Arch Sci Phys Nat (1915), 40, 
pp 486 — 504 , also 11, pp. 386 — 399 
Schidlof and St Maliniak Density of Dispersoid (Oil) Particles 
m different Gas Media Arch Sci Phys Nat (1919), (5), 1, 
pp 22 — 25 

l . McKeehan Mercury Droplets Phys Rev (1916), 8, pp 142 — 
148 

<* Targonski Sub-electrons and Brownian Movement m Gases 
Arch Sci. Phys Nat (1916), 41, pp 181—208 , also pp 269— 
286, 357—375. Value of e calculated from the Brownian Move- 
ment Compt. Rend (1916), 161, pp 778 — 781 
{ >. Furth Ann. Phys (1919), 60, pp 77 — 94 
t Regener Sitzb Preuss Akad (1920), pp 632 — 641 
; >. De Broglie Brownian Movement in Gases at Low Pressure 
Compt. Rend. (1912), 154, pp 112, 113 
I >. McClelland Phil Mag , 46, p 29.- 
i . Wilson, H A Phil Trans', 192, p 499 
Gold. Proc Roy Soc , 79, p 43 
Marx Ann de Phys , 11, p 765 
Moreau. Jour de Phys , (4), 11, p 558. 

J ; Weiser J Phys Ch (1914), 18, pp 181, 762 , (1915), 19, p. 310. 
; i. De Broglie. J Physique, 8, pp 869 — 888 

< >. De Broglie Compt. Rend (1909), 148, p 1317. 

- Rudge. Phil Mag. (1912), (6), 23, p. 852 , (1913), 25, pp. 481—494 

< !. De Broglie. Compt. Rend (1907), pp 1115 — 1118 

Koloman and Brunolak Ann Phys (1913), 39, p 497. 
Skeliger. Ann. Phys., 31, p. 500. 

- > Simpson. Phil. Mag. (1915), (6), XXX , p 1 

- . Blackwood. Phys Rev. (1920), 16, pp 85 — 101. 

- h Thomson. Electricity and Magnetism (1918), p 55. 



80 


GENERAL PROPERTIES OF AEROSOLS 


40 Ganot Physics (1890), p 725 

47 De Biiogme Compt Bend (1907), 150, pp 1115 11J8 

48 Townsend JToc <Aunl> Phil Soc (1897), JX , p 211 

49 De Broglie Ann Chun Bhys (1909) (8), 16, pp -5 — 09 

50 De Broglie Compt Bend (1907), 150, p 1125 

51 De Broglie and Brjzaed Oompt. Rend (1909), 148, p 1157, 

149, pp 923, 921 

52 Lodge J Soc Chcin Ind (1886), p 572. 

53. Thomson, J J Application of Dynamics to Physics and Chemistry 

(1888), p 100 

54 Strong. IT Am Electio-cli Soc (1917), p 89 

Tolman and Karrer Ohem Met Eng (1920), p 1203 
55. Langevin Ann Cli Pli (1903), p 289. 

56 Wells and (Jerke J Am Oh Soc (1919), 41, p 312 



THE STABILITY OF AEROSOLS 


Si 


CHAPTER V 

THE STABILITY OF AEROSOLS 

The equilibrium conditions of a disperse system are not 

< unpletely determined by the factors, — temperature, pressure 
i id chemical composition of the phases — that define the equi- 
] Drium conditions under which the disperse phase and dis- 

^rsion medium can exist together simply as separate phases 
' hey also depend upon the degree of dispersion and the precise 
anner m which the particles of the disperse phase are dis- 
lbuted throughout the dispersion medium. 

The stability of the system can be upset by changing the 
>mperature, pressure or composition of the two phases, as, for 

< cample, when the disperse phase evaporates or dissolves in 
le dispersion medium as the temperature rises 

These changes may be greatly modified by the presence of 
lms of adsorbed gas or liquid, or of electric charges upon the 
articles of the disperse phase 

The peculiar character of a disperse system is also destroyed 
the particles of the disperse phase diffuse out of the gas — for 
sample, to the walls of the container, or to the surface of a 
Itering medium — or if they settle from the gas, assisted 
ossibly by a preliminary coalescence or flocculation 
The stability of an aerosol is chiefly determined by the rate 
t which the particles either diffuse or settle Naturally, owing 
o lithe relatively low density and viscosity of the dispersion 
ledium, the particles of the disperse phase of an aerosol tend 
o settle more rapidly than do the particles of a disperse phase 
a a liquid dispersion medium Thus spherical particles of 
mit density and of radius 0 4 ^ settle m air at normal tempera- 
ure and pressure at the rate of 0*003 cm per second. In water, 
hey would only settle 0*003 cm in three days 
On the other hand, the greater amplitude of the Brownian 
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movement of smoke particles delays the settling of the particles. 
Cloud particles do not exhibit Brownian movement . they, 
therefore, do not diffuse, but settle steadily m still air Their 
fall may be retarded or prevented altogether by \ ertical con- 
vection currents, set up in the relatively very mobile gaseous 
dispersion medium 

When the particles of a cloud or smoke come into contact 
with a solid surface — e g , the w’alls of the containing vessel — they 
tend to adhere to the surface or to each other, to form coarse 
flocks or aggregates, and so become remoied from the system 
The rate at which a smoke will be cleared m this way, as we have 
seen, is very low* The process can be aecolciated by agitating 
the gas, so that more particles are brought into contact with the 
surface per second It can also be accelerated by increasing 
the area of the surface In a filter, the gas is drawn through a 
porous diaphragm — e g , a cotton or woollen fabric, a loose plug 
of asbestos fibre, or a canister filled with small carbon granules 
Thus it is broken up into a large number of small eddy currents, 
and it is brought into contact with a relatively enormous sur- 
face. Consequently the diffusion of particles to a surface upon 
which they can he deposited is very greatly facilitated 

The efficiency and, therefore, the capacity of a given filter 
clearly depend upon the rate at which the particles diffuse 
towards the filtering surfaces as the smoke pusses through. 
Owing to the much higher diffusion velocities of gas molecules, 
it is much easier to remove a gas from a gas mixture by filtra- 
tion through a charcoal filter than it is fo remove smoke 
particles. 

To some extent the particles, particularly the larger ones, 
are deposited in the filter by centrifugal force, due to the eddy 
currents that are set up in the smoke us it passes through the 
filter. Owing to file relatively low density and viscosity of 
gases, this effect is probably more important in filtering an 
aerosol than a disperse system in a liquid It is more effective 
with clouds than smokes. 

A thin layer of wood charcoal granules of about 1 mm. dia- 
meter will remove chlorine quantitatively from a mixture of 
chlorine and air, but tobacco smoke, sulphuric acid mist, clouds 
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i id smokes obtained by the detonation of various organic 
] puds will pass through it with their composition absolutely 
i ichanged 

During the war it was found that filters made of felt or paper 
l tve far more efficient protection against smokes and clouds 
i Lan the granular charcoal filter that had served so successfully 
j gainst gas A paper filter made of a felted mass of long fibres 
] osely packed was more efficient than one made of short fibres 
i Lat were tightly packed. Probably, m the former, there were 
] nger spiral ramifications through the paper, so that, as the 
< oud passed through it, the particles would be deposited upon 
1 ie walls of these passages by centrifugal action This action 
1 ould be stronger the larger the particles were 

When a cloud of diphenylchlorarsme, obtained by detonation, 
] passed through such a filter, it is found that the efficiency of 
1 e filter reaches a minimum when the radius of the particles is 
1 >tween 0*1 and 0*2 ^ Probably, at lower values of r , the 
^ docity of diffusion is the determining factor, while, for larger 
] ixticles, the efficiency depends upon the effect of centrifugal 
f rce, which increases with the radius, that is to say, with the 
i ass of the particles 

The relation between the permeabihty of the filter and the 
i dius (r) of the particles of the aerosol 1 is shown m Table VIII. 

Table VIII 


Relation between Permeability of Paper Felt Filter and 
Size of Particle . 


Kadius nn 

Percentage of Aeiosol passing 
through Filter 

Below 50 

52 4 

50—100 

87 6 

100—200 

93-9 

200—400 

30 4 

400—800 , 

4-2 

Above 800 

0*0 


Diffusion. — Owmg to their Brownian motion, smoke particles 
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diffuse m all directions, thus tending to distribute themselves 
uniformly throughout the medium Completely uniform dis- 
tribution is checked by the action of giavity. Although the 
effect of gravity is more pronounced in gases than in liquids, 
actually its action is often masked by convection currents If 
convection currents be prevented, it is found that, after a time, 
the particles are more closely packed m the lower layers of the 
gas, on account of the small but continuous disturbing action 
of gravity upon the direction of their movements 

The rate at which smoke particles diffuse through the gas 
depends upon the size of the particles, the viscosity of the gas, 
and the temperature 
Prom equation 8 we see that — 


Putting 
we get — 


RT t 

N 

It = 8-81(5 I0\ 
N (5-00 loss, 
T - 298, 

4-7 y 10 n l 

r - A - 2 - - . 


( 21 ) 


( 22 ) 


For particles of a given size the time required for the particle 
to travel a given distance (A) is directly proportional to the 
square of the distance Consequently the rate at which 
particles diffuse through the gas to the walls of the container is 
generally too slow to be effective. 

Einstein 3 and Kmoluehmvski have shown that the rate of 
diffusion is related to the amplitude of the Brownian motion of 
the particles by the expression I> ,1 A 3 //, where A is the 
length of the Brownian path described by the particles in 
time (/). Combining this with equation 21 , we get - 


1 ) 



1 

N IhrtjE 


(28) 


If the dispersion medium, temperature and viscosity remain 
unchanged, we find that 1) — K/r. From this it is clear that 
the smaller the particle, the more rapidly will it diffuse. The 
finest smoke, however, will diffuse less rapidly than a pure gas. 
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*] lin wisps of tobacco smoke preserve their outline for a con- 
fc lerable time when rising slowly through the still air of a room 
( oud particles appear hardly to diffuse at all A fog will 
r mam stable for days unless it is stirred by a breeze. 

Flocculation of the Particles 

The chief effect of diffusion is to mcrease the chance of 
c llision between the particles When an aerosol is first formed, 
t e degree of dispersion may be very high When the aerosol is 
^ 3wed in the ultramicroscope, the particles are seen to be very 
r onerous and m rapid Brownian motion The collision fre- 
c lency of the particles possesses a maximum value In many 
c ses, this value is further increased by the relatively high 
t mperature of the system just after dispersal. 

As the direct result of this initially high collision frequency, 
t e aerosol is very unstable, and the particles begin to form 
€ gregates The primary degree of dispersion is rapidly 
g cceeded by a lower secondary degree of dispersion As the 
c gree of dispersion decreases the stability of the system in- 

< eases, since, as they become larger, the particles become fewer 
z Ld further apart, and more sluggish in their movements 
1 Itimately they reach a state of comparative equilibrium, 

< ^responding to the secondary degree of dispersion, after which 
i rther flocculation takes place slowly, or not at all The 

< llision frequency of the particles diminishes to a minimum, or, 

1 the secondary degree of dispersion is such that the radius of 
i ie particles is of the order of 0T ^ or more, collisions due to 

rowman movement practically cease to occur at ordinary 
"essures In most cases, however, the secondary degree of 

< ispersion is still that of a smoke, so that collisions between the 
rrticles still occur with considerable frequency, and the secon- 
rry degree of dispersion is slowly succeeded by a tertiary degree 
' dispersion 

Whytlaw-Oray, 3 working with smokes of NH 4 C1, CdO, CuO, 
nO, observed that the life history of such systems can be 
*parated into three periods : — 

(a) An unstable period, lasting for five hours or more, m 
hich the decrease m the number of particles with time is very 
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rapid Tlus is due to the aggregation of the particles and 
corresponds to an increase in the average mass ot the particles. 
(b) A stable period, in which the number of particles dmu- 

x/O 



lOa. 7. - -Relation between number of jinitieieh [tor re. amt age of a moke. 


n miles very slowly, ch icily as a result of sedimentation. This 
stage may last for twenty-four hours or more, even in a chamber 
of only 1 cubic metre capacity. 

(e) These two stages overlap to produce an intermediate 
stage, in which both flocculation and settling operate. 
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The course of these changes is indicated m the curves of 
I g. 7, in which is shown for different smokes the relation 
1: tween the number of particles per cubic centimetre and the 
a e of the smoke 

When an aerosol is first formed — for example, by the con- 
c nsation of a vapour m the presence of a sufficient number of 
s itable nuclei — the primary degree of dispersion is very high 
*3 le diameter of the particles will be of the order of 10~ 7 cm. 
G le particles tend to coalesce by reason of the mtermolecular 
a traction that exists between their surface molecules They will 
a so tend to adsorb molecules or ions of the dispersion medium 
^ hich tendency will be the stronger will depend upon the nature 
c the disperse phase and the dispersion medium, upon their 
c ncentrations, and also upon the temperature. Which action 
■v 11 have the greater opportunity will be determined by the 
f iquency with which the particles collide with one another and 
\ th molecules of the dispersion medium, and the closeness with 
^ lich they come into contact at the moment of collision 

The aerosol particles, owing to their greater mass, move with 
i uch smaller velocities than the molecules of the dispersion 
i edium Consequently the frequency of collision between the 
] articles of the disperse phase is very much less than the col- 
1 ion frequency of the molecules themselves If, therefore, the 
] articles tend to adsorb the gas molecules, it is very probable 
1 at they will become surrounded by films of adsorbed gas 
1 >fore they collide with each other 

In the absence of any so-called indifferent gas, or if the 
i different gas that is present is not adsorbed by the particles, 
i e particles will coalesce readily, and coarse secondary degrees 
( dispersion will rapidly ensue 

li the gas molecules are adsorbed to an extent sufficient to 
f rm a film of adsorbed gas, for example, 1 molecule thick, 
1 on, when two such particles approach each other sufficiently 
( jsely for the two adsorbed gas films to touch each other, the 
] trtieles will be attracted to one another by the force of cohesion 
1 itween the adjacent molecules of the two gas films, and also 
1 ? the force of cohesion between the two particles, the latter 
1 dng greatly diminished in intensity by the increased distance 
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that .separates the particles. This distance will be eijuai to 
twice the thickness of the adsorbed gas films, which may each 
be J molecule thick In most cases, this would still permit 
strong forces of cohesion to come into play between the particles, 
particularly as the surface molecules, owing to the high degree 
of curvature of the particles, exercise a more intense attractive 
force than the molecules of a plane surface 

Owing to the presence of the adsorbed gas film, such colliding 
particles would not be able to coalesce, but would become 
loosely attached to one another, forming flocks. 

If the gas molecules are adsorbed strongly, even flocculation 
might be prevented, and the aerosol would then remain with a 
high degree of dispersion, the particles gradually being removed 
by diflusion to the walls of the containing \esscl 

When a metal vapour is condensed, it is found that the 
coarsest condensates are formed in the entire absence of any 
indifferent gas* When such a gas is present y , nitrogen, 
carbon dioxide, hvdrogen, bromine- - then according to the 
nature of the metal, finer condensates are obtained The degree 
of dispersion is higher the greater the density and pressure of 
the gas Thus finer condensates are obtained m nitrogen than 
m hydrogen, and at 700 mm pressure than at JJO mm. pressure. 

In many possibiv m most-- cases, the effect of adsorption 
is further complicated by the presence of gaseous ions m the 
dispersion medium. These will be adsorbed by the particles 
They may be adsorbed indiscriminately, in winch ease they will 
impart charges of opposite sign to different particles, and thus 
promote flocculation. On the other hand, the particles mu) 
adsorb ions of one sign only, and thus, becoming charged with 
the same sign, exhibit no tendency towards flocculation. 

In some eases, the particles, either because of ion adsorption 
or because of their intrinsic structure and configuration, may be 
electrically polarised* Such particles will become attached to 
one another by their unlike poles, ami thus tend to form 
peculiar thread-like aggregates. 

Whytlaw-Uray found that the particles of OdO and J5nO 
smokes form flexible, string-like aggregates The tendency to 
form such string-like complexes seems to be weakest with oxides 





Fig. S. — ZnO smoke particles 9 minute's alter formation. Fig. 9 — ZnO smoke particles 29 minutes after formation. 
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of lead, manganese, copper, chromium It is slightly greater 
w h iron, whilst magnesium, aluminium, antimony, resemble 
zi 3 and easily form loose, flock-like aggregates 

die particular structure of the aggregates that are formed by 
tl particles of a given smoke appears to depend upon the 
in ure of the substance of which the individual particles are 
cc lposed rather than upon the influence of electrical charges on 
tl particles In the case of zinc oxide smokes, the formation 
of -hread-hke complexes, for instance, must be attributed to the 
m unsically polar character of the particles themselves, since 
p] cisely similar complexes are formed m smoke that is formed 
b; the decomposition of zinc ethyl m which very few charged 
p< tides are produced 

n Figs 8, 9, 10, 11, the gradual formation of these aggregates 
is ihown m the case of a zinc oxide smoke The samples 
w *e obtained by exposing microscope slides to the smoke at 
in srvals, respectively, of 9 minutes, 29 minutes, 49 minutes 
ai 1 244 minutes after the formation of the smoke These 
p] itographs show very well the gradual aggregation of the 
p; ‘tides to form strmg-like complexes, which subsequently 
jc i together to form a network “ flock 55 The network 
st nature of these flocks resembles that of certain gels It has 
h ni suggested by Donnan that the term “ aerogel ” might be 
a] died to such structures 

the flocculation of an aerosol is facilitated by anything that 
w 1 displace the protective electric charge, or film of adsorbed 
gj \ This may bo done by charging the aerosol electrically. 
T is may neutralise an electric charge, or it may displace a film 
ol adsorbed gas An electric charge acts so as to oppose the 
ei »ct of surface tension. 4 It will thus tend to dimmish the 
fc oe of attraction between the adsorbed gas and the surface of 
tl ‘ particle, and may displace the gas film sufficiently for con- 
ti t to occur between colliding particles It is found that water 
cl >ps, colliding in air, rebound from one another, probably 
o mg to the presence of such a surrounding film of gas If the 
a in the immediate vicinity of the drops is charged, the par- 
ti les become charged by adsorption of ions, and then coalesce 
w en they collide with one another 5 
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Similarly, a smoke or cloud can be flocculated by mixing with 
it a smoke or cloud containing oppositely charged particles. 

Recently light fogs and clouds have been flocculated by 
scattering charged sand over them from an aeroplane 0 

Even if the original aerosol contains only neutral particles 
the addition of charged particles may produce flocculation, 
since mutual attraction will exist between a charged particle 
and a neutral particle, on account of the induced opposite 
charge that is produced on the neutral particle 

If a smoke is subjected to a high tension discharge, so that 
the molecules of the dispersion medium are charged, the par- 
ticles of the disperse phase will become charged by ion adsorp- 
tion They will then be brought together by the force of the 
electric field, io form thread-like aggregates along the lines of 
force These aggregates speedily settle to the floor of the 
container 

The stability of a P 2 0 5 or S(\ smoke, when bubbled through 
water, is partly to lie attributed to the presence of a film of 
adsorbed gas (air) surrounding the particles. 7 The stability of 
the blue ZnO smoke from a brass foundry can be similarly 
explained When the ZnO is collected - ejj , with woollen 
lilters — it is very light and mobile It flow’s and surges in a 
bottle like a limpid liquid, and has an apparent density of 0*1, 
the normal density of ZnO being 5*78 The ZnO smoke is 
rapidly flocculated by steam Possibly the steam displaces 
adsorbed gas from the surface of the particles 

A smoke can be flocculated h\ alternating electrical dis- 
charge, 8 or b\ mixture with a smoke or gas containing oppositely 
charged particles or molecules, 11 A mutual attraction exists 
between an electrically charged particle and a neutral particle, 
owing to the production of an induced charge upon the neutral 
particle. 

According to Bjerknes, 10 high frequency sound waves pro- 
mote the attraction and repulsion of particles in suspension in 
a gas or liquid. 

Particles may grow by further condensation from the vapour 
phase as the system cools. Aitken has shown that minute dust 
particles in humid air become surrounded by a film of waiter* 
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C ohng vapours of aluminium chloride or ammonium chloride 
p oduce minute crystalline nuclei which, as long as they remain 
u suspension, grow rapidly at the expense of the vapour phase 

Tolman ancf others 11 have investigated the stability of smokes 
o acetanilide, benzoic acid, resm and petroleum oil. They find 
t sit — 

(1) Stirring or agitation accelerates the rate of disappearance 

0 the smoke by brmging the particles more completely into 
c ntact with the walls of the containing vessel, to which they 
a here. 

(2) Increasing the concentration of the smoke — the size of 
t e particles remaining constant — accelerates the rate of dis- 
a pearance by increasing the frequency with which the particles 
c Hide with each other and with the walls of the vessel. 

(3) Fine particles (blue smoke) disappear more rapidly than 

1 r> ge particles (cloud), owing to the greater velocity with which 
t ey diffuse, and consequently the greater frequency with which 
t ey collide 

Mists or fogs, m which the particles are too large to diffuse, 
e e rapidly dispelled by a breeze. This is probably due to the 
f g or mist particles being brought into contact with one 
t LOther, so that larger and heavier aggregates are formed. 
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CHAPTER VI 


THE CHEMICAL AND PHYSIC VL EXAMINATION OF \\ AEROSOL 

Folly to describe a given aerosol it is necessary to define its 
chemical composition, its physical structure and its degree of 
stability. Since a freshly formed aerosol is generally a very 
unstable and rapidly changing system, it is always essential to 
record carefully the temperature and the age of the sample at 
the time of observation For a given concentration of disperse 
phase the primary degree of dispersion may be very high. The 
smaller the particles are, the more numerous they will be and 
the more rapidly they will move. Consequently the frequency 
with which the particles collide with one another will approach 
a maximum value Thus they may coalesce iapidly to produce 
a much lower secondary or tertiary degree of dispersion As 
the particles become larger and further apart and move more 
slowly, the frequency of collision and coalescence becomes very 
much less, and the system becomes relatively .stable. 

(A) The Chemical Composition 

To determine the chemical composition and the concentrations 
of the different constituents of an aerosol, it is necessary to 
work upon a large sample for example, a cubic metre. This 
can be collected in a suitable sampling vessel thermally in- 
sulated or capable of being kept at a constant temperature, or 
a known volume of the aerosol may be drawn through a suitable 
filter or precipitator, m which the disperse phase can he quanti- 
tatively separated from the dispersion medium. The disper- 
sion medium eun then he collected separately in any form of gas- 
collecting apparatus for examination hy the ordinary methods 
of gas analysis. In obtaining or tillering a sample o f an aerosol 
it is frequently necessary to maintain a constant temperature 
throughout the whole of the operation to prevent any change of 
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c< Lcentration due to the evaporation or condensation of the 
d, perse phase 

Hie operation should be carried out m as short a time as 
p< isible to minimise any loss of the disperse phase through 
se bhng upon the walls of the apparatus 

7arious methods have been devised for separating and collect- 
m the disperse phase from a known volume of an aerosol. 
M st of them were devised to determine the amount of smoke 
m urnace gases, or m the atmosphere, or the dustiness of mine 
01 factory air. More recently other methods have been worked 
01 / to determine with greater accuracy the concentration of the 
di perse phase m various smokes and clouds of high degrees of 
d] persion and of correspondingly low stability. 

t will be convenient to consider first those methods that can 
b< used when the degree of dispersion is relatively low and the 
cc icentration relatively high 

1) Coarse Suspensions : Clouds. — Three lands of methods 
ai used deposition, filtration and precipitation 

)eposition. — The simplest form of deposition is to expose a 
p] te or open vessel of a definite surface area to the dusty air or 
gi for a known length of time, and weigh the accumulated 
d< )0sit This method is m general use for determining the 
ai ount of impurity that settles from the atmosphere per square 
m tre per mensem or per annum. 

3y this means it is possible to obtain a quantity of material 
si Scient for a complete microscopical and chemical examma- 
ti l. The result gives m no sense a measure of the total 
ai ount of suspended matter in the air or gas, but only an 
a] iroximate mean figure for the amount that is deposited upon 
tl collecting surface during the given period of time. In 
d< camming the amount of atmospheric impurity it is difficult 
tc prevent the sample from being contaminated with foreign 
ni tter, particularly m windy weather 

Vhen an aerosol impinges upon a solid or liquid surface the 
pi ‘tides of the disperse phase are deposited upon it to an 
e;> ent that depends upon the velocity and direction of impact, 
tl temperature of the aerosol and of the depositing surface, 
ai i the chemical and physical character of the surface. Deposi- 
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tion is largely due to the centrifugal force that is produced when 
the gas stream suddenly changes its direction as it approaches 
closely to the depositing surface Probably the action is to 
some extent a specific one and depends first of all upon the 
degree of contact that can be obtained between the particles 
and the depositing surface, and then upon the force of attraction 
that exists betw een them w hen they are brought into such close 
contact Generally the particles adhere to the surface more 
readily when it has become coated with a film of the disperse 
phase In some forms of trap the aerosol impinges upon or 
passes between glass plates that are coated with glycerine, oil 
or vaseline 1 Theoretically, it the surface bo extensive enough, 
all the suspended particles will ultnnateh bo trapped provided 
that they can be wetted 

The deposit that is obtained m this way can be examined 
microscopically or compared with standards, or, if large enough, 
it can be weighed In ^ome forms of apparatus a known volume 
of gas is passed through the apparatus, and the liquid film, with 
its adhering dust particles, is dissohod m a Mutable solvent, and 
either the particles are eolleeted upon a filter and weighed, or 
a small volume of the liquid is taken, and the number of particles 
that it contains are counted 

The accuracy of such methods is very restricted, because - 

(1) It is difficult to bring every particle into contact with the 
col hading surface* , 

(2) The particles may not ho wetted easily, particularly if 
the liquid Ik* water ; 

(2) Some of the particles may Ik* .soluble m the liquid or may 
form finer or courser particles when they are suspended in it. 

In some instances the final colour or shade* of the collecting 
surface or of the resulting suspension is compared witli*sfan~ 
dards. 

A method has been devised by G, T. Palmer 1 in which a known 
volume of air is drawn through a washing vessel, in which it is 
intimately mixed with a fine water spray. The number of 
particles in a given volume of wader is then determined, and the 
weight of collected matter can hi* ascertained by evaporating 
the water and weighing the residue. Much u method, also, 
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cl trly depends upon the wetting of the particles by the water. 
It s useless for substances like tar, carbon, soapstone, talc or 
zi 3 oxide Even if wetting can occur, the degree of contact 
be ween the particles and the water droplets is far from being 
cc lplete The method has been examined critically, 2 and has 
be n shown to have an efficiency of only 13 per cent with 

to acco smoke, while for air charged with fine silica dust the 

ef 3iency was 30 per cent when the air passed through the 

aj >aratus at 4 cubic feet per minute, and 20 per cent at 

3 ubic feet per minute The efficiency increases the coarser 
tl particles and the fewer particles there are per unit volume 
of air Possibly the wetting efficiency could be materially 
in moved by lowering the surface tension of the liquid, for 
ei rniple, by using a soap solution instead of water 

ill these methods have the further disadvantage that they 
ai slow and somewhat inconvenient for field work 

most convenient and relatively accurate method of deter- 
m ling the amount of suspended matter m a gas is with the 

0 ens jet apparatus 3 In this apparatus a jet of the dusty air 
is saused to impinge at a high velocity upon a glass surface, for 
e: tmple, a microscope slide. Under suitable conditions of 
h midity and velocity, the dust particles adhere to the glass 
si face, and form a record that can be removed and examined 
n 3roscopically and microchemically. 

The construction of the apparatus is shown m Pig 12 A 
si fc (A) is formed by the parallel straight edges of two half- 
d cs of hard brass or copper sheet By means of four screws, 
t] ise two half -discs are attached to a brass ring and adjusted 
t< the required width of opening The internal diameter of the 
ri g determines the length of the slot A microscope cover - 
g ,sg is held m position above the ring — -that is, above the slot — 
a d distant from it to the extent of the thickness of the ring 

1 r means of the connection E a given volume of air can be 
d xwn through the slot at a definite velocity and caused to 
i] pinge directly upon the cover-glass The apparatus can be 
a *anged so that the actual deposition of the particles upon the 
g lss can be watched with a microscope. 

A brass tube (T), lined with moist blotting paper, serves to 
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sa irate the incoming air with water vapour. As the saturated 
an passes through the slot its pressure is suddenly lowered, so 
th fc it expands and therefore cools Water vapour condenses 
uj n the dust particles, so that when they impinge upon the 
gl *8 they adhere more readily to it 

lie length of the slot can be adjusted according to the 
dt tineas of the air that is to be examined For use with city 
ai a slot 1 0 cm m length and 0 1 mm wide is used, the volume 
of ur being 50 c c In very clean air, a shorter slot may be used 
— ay 2 mm — or a greater volume of air may be drawn through 
tlr slot 

?he air passes through the jet with a velocity of about 2-5 X 
1( cm. per second — about ten miles per minute As the jet, 
oi striking the plate, is deflected, the particles are projected 
aj tinst the glass and adhere to it To obtain the greatest 
ei ciency, it is necessary to keep the velocity of the jet as 
h h as possible. If the velocity be low — for example, about 
8 < 10 2 cm per second — the dust particles tend to form 
lc se, flocculated masses instead of a discrete, particulate 
d losit. 

The volume of air that is used should be so chosen that the 
n mber of particles deposited is not too numerous They can 
t m be counted by using a net-ruled micrometer eyepiece. 

The deposits that are obtained can be preserved m Canada 
b Isam to form permanent records 

The efficiency of the apparatus, as tested by passing the 
a ‘ in succession through two such deposition cells and com- 
p ring the two deposits that are obtamed, is about 90 per 
c it. 

In addition to its use in determining the amount of impurity 
i tjie atmosphere, the apparatus is well adapted for the exami- 
r tio n of such dusty gases as factory air, mme air, smelter fumes, 
C 3. 

By allowing the dusty air to impinge upon a movmg strip of 
l ,per it is possible to obtam a continuous record of the quantity 
i Ld character of the atmospheric dust. 

Filtration. — Filtration is essentially a special form of 
c jposition The particles are not held m the interstices of the 
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filter as on a sieve, but are deposited upon the surface of the 
fibres of which the filter is made The particles are deposited 
very largely by the centrifugal force of the eddy currents 
that are set up in the gas as it passes through the various 
passages m the filter The accumulation of particles of the 
disperse phase at the filtering surface leads to the formation of 
flocks, which, by forming an extensive and irregular surface of 
the actual substance of the disperse phase, greatly increase the 
efficiency of the filter The linear velocity of the gas through 
the filter is generally high, and contributes to the efficiency of 
deposition 

It is very difficult to obtain a filter that will completely 
separate the disperse phase from the dispersion medium. An 
aerosol can easily pass through a filter that will absorb a gas 
completely This is because the relatively slow moving 
particles of the aerosol come mto contact with the walls of the 
filter passages very much less frequently than the swiftly 
moving molecules of the gas 

The filtering efficiency of a porous paper depends very much 
upon the texture of the paper A paper that is made up of 
long fibres loosely packed is much more effective than a paper 
that is made up of short fibres that are tightly packed together. 
This appears to be due to the existence of spiral passages in the 
long-fibred paper, in which, as the aerosol passes through them, 
the particles are deposited by centrifugal force. 

Quantitative determinations h}* filtration methods can only 
be regarded as satisfactory for relatively coarse aerosols, and 
preferably those in which the concentration of the disperse 
phase is high for example, the dusty air of mines and factories 
and certain metallurgical fumes. 

Filtration Methods.— The choice of a suitable filter medium 
will be determined by the character of the aerosol, the con- 
centration and t he degree of dispersion of the disperse phase, and 
whether the particles are liquid or solid. A known volume of 
the aerosol is drawn through the filter, and the amount of 
deposit is determined either by weighing, by matching the 
coloration that is produced on the filter, or by using a filter of 
soluble material -for example, collodion or sugar - and dissolving 
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th* filter and its contents in a suitable solvent and counting the 
nu ber of particles in a given portion of the solution. 

' he accuracy with which the deposit can be determined 
gr* ^metrically, using a paper filter, is diminished by mcom- 
pk e filtration and by the absorption of moisture by the filter 
pa 3r. It is often very difficult to examine a deposit on a 
fill r paper microscopically or to remove it for chemical 
an lysis. 

liters made of blotting paper, m which the stain that is pro- 
du 3 d by a known volume of the aerosol is compared with 
st£ Ldard stains, have long 
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sp nding to a single stroke Fl0 13 —Paper filter for dusty gas 
of the pump is drawn 

th 3ugh the area of the paper that is situated just over the 
aj rture The paper is graduated in hours or fractions of an 
he ir, so that a continuous record of the amount of suspended 
m fcter in the gas is obtained. In recording the dustiness of 
fa jory air in which white or light-coloured dusts are suspended, 
bl ilc filter paper is sometimes used 14 

1 convenient form of paper filter 5 is shown m Fig 13 The 
di ty gas is drawn through the paper thimble at a rate of about 
3f litres (M cubic foot) per mmute The volume of gas is 
d< ermined by counting the number of strokes of the pump 
T 5 thimble is weighed before, and again after, the passing of 
tl gas. 

The thimble used is the ordinary single thickness Whatman 
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extraction thimble that is used for fcjoxhlet extractions About 
0*1 gram of cotton wool is well liuffed out and placed inside the 
tlumble to catch some of the dust and prevent itjfrom clogging 
the pores of the paper 

Before use the filter is dried foi two days at 95° 0. and 
weighed After sampling is complete the filter and its contents 
are again dried for two days at 95 u C It is then placed in a 
weighing bottle and cooled m a desiccator The increase m 
weight gives the dry weight of the dust accumulated The 
filtering efficiency of the thimble was found to be about 100 per 
cent, for particles of diameter greater than 1 // With finer 
particles — for example, those of tobacco smoke —averaging 0*23 /z 
m diameter, the efficiency was only 43 per cent 

Such a filter is admirably adapted for determining the con- 
centration of dust m factory or mine air* 

Precipitation. — The particles of a coarse suspension can also 
be deposited conveniently and accurately by the method of 
electrostatic precipitation that is about to be described for use 
with systems of a high degree of dispersion 

(2) Fine Suspensions : Smokes. - d>y far the most satisfactory 
method of separating smoke particles from the gas in winch 
they are suspended is that of electrostatic precipitation. A 
convenient form of precipitator for use m the laboratory has 
been described by Telman 0 The apparatus consists essentially 
of a cylindrical anode made of platinum or aluminium foil and 
an axially arranged wire which forms the discharge electrode. 
The aerosol is draw n t hrough t he apparatus at a know n rate, and 
the particles of the disperse phase am precipitated upon the foil 
by a high voltage direct current. The concentration is deter- 
mined by measuring the volume* of the aerosol that passes 
through the apparatus and the weight of the foil before, ;md 
again after, precipitation is complete. The method is suitable 
for liquid or solid particles. The deposit can readily be 
examined microscopically. The apparatus can be arranged so 
as to permit the observation of the particles as they are being 
deposited. 

A combined electrostatic precipitator and filter, in which the 
precipitating action of a high tension discharge is combined with 



THE PRECIPITATION OF AEROSOLS 


107 


th large collecting surface of a fibre filter, has been used by 
R N Gray 7 If consists of a light glass tube containing a plug 
of sbestos fibre A wire discharge electrode is introduced into 
th centre of the asbestos plug, and is connected to a source of 
hi^ 1 potential current A known volume of the aerosol is 
pa sed through the filter, and the increase m the weight of the 
fil >r is carefully determined by means of a micro-balance 
W h this apparatus Gray was able to determine with an 
ac iracy of about 3 per cent the concentration of the disperse 
pi so m rapidly changing smokes of ZnO, CdO, etc , of very 
hi l degrees of dispersion 

trong 8 has devised a smoke recorder m which the smoke is 
pr capitated electrostatically upon a moving strip of paper. 

’hermal Precipitation. — When a smoke passes between two 
cc centric tubes that are maintained at sufficiently different 
te iperatures the particles of the smoke are deposited quanti- 
ta Lvely upon the surface of the colder tube It is conceivable 
tt t a serviceable form of precipitator could be devised in which 
tl particles of the disperse phase would be thermally pre- 
ci itated upon the surface of a cooled tube, in which a suitable 
te iperature gradient could be maintained by means of an 
el itncally warmed wire or rod 

Che principle of thermal precipitation is utilised in the design 
oi certain forms of smoke recorder. 9 Paper, mounted on a 
w ter-cooled drum, moves at a constant rate across a small 
oi ming through which it is directly exposed to the smoke The 
h ensity of the smoke stain that is produced is roughly pro- 
p 'tional to the concentration of the smoke 

4fter the disperse phase has been separated from the dis- 
p »$ion medium by any of these methods a chemical examina- 
t] n of the gas can be made by any of the standard methods of 
g 4 analysis, supplemented, where necessary, by special tests 
f< 1 any uncondensed constituents of the disperse phase that 
n ty be present. 

Optical Methods of Examination.— Frequently the chemical 
i< entity of a given aerosol is already known, and it is only 
r cessary to determine the concentration of the disperse phase. 
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This can be determined without separating the two phases by 
observing the optical constants of the aerosol, either (a) the 
intensity of the Tyndall beam or (b) the opacity pf the aerosol 
to a standard source of hght 

Tolman 30 and Yhet have devised a useful instrument — the 
Tj ndallmeter — for measuring the intensity of the Tyndall 
beam The instrument was used extensively during the war 
to determine the concentrations of various screening and toxic 
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smokes, and also to study the manner in which their con- 
centrations changed with time 
The apparatus is shown in Fig 14. A glass-sided cell (A) 
contains the aerosol. This is illuminated by a light (IU of 
standard intensity, and the intensity of the resulting Tyndall 
beam in a direction at rigid angles to that of the incident light 
is measured by comparison with an illummometer ((*). 

The instrument is calibrated using a standard liquid sus- 
pension for example, of quartz in water - that is contained in a 
small rectangular glass vessel that is introduced into the 
observation cell Alternatively a piece of turbid glass can be 
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us i by simply inserting it in the observation chamber The 
in msity of the Tyndall beam is measured m foot candles. 

Vith NH 4 CI smokes, ranging in concentration from 0*02 mgm 
pc litre to 1 2 mgm per litre, a very good relation was obtamed 
be ween the concentration of the NH 4 C1 and the intensity of the 
T iclall beam The results are shown graphically in Pigs 15 
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nd 16 These measurements indicate that, m general, the 
density of the Tyndall beam that is produced when an aerosol 
i illuminated by light of a given intensity will be proportional 
o the concentration of the disperse phase, provided that 
%) the concentration is not high enough for the opacity of the 
,erosol appreciably to affect the result, and (b) the degree of 
lispersion at the different concentrations remains unaltered. 
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Particles that are larger Hum 1 /x will reflect the incident 
light, so that the intensity ot the Tyndall beam that is pro- 
duced, for example, b\ a cloudy aerosol, will be proportional to 
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the irea of the reflecting surface ( d 2 ) and the number of par- 
tic! ; per cubic centimetre (n) 

1 tat is, ! t , •= l,n d 2 , where h is a constant. 

\ ith smoky aerosols the light is scattered by the particles, 
ant the intensity of the Tyndall beam will be proportional to 
the •sixth power of the diameter (cZ 6 ) and to the number of 
par cles per cubic centimetre (n). 

'I lat is, I., = k' n cZ 6 . 

£ nee the concentration (c) is proportional to nd 3 , we can 
wn 3 

= ^ (24) 

an< I s = Jc.c d 3 (25) 

] 3r a given concentration, therefore, the intensity of a 
clo dy aerosol will vary inversely as the diameter of the 
pa -icles (the degree of dispersion), while for a smoky aerosol 
it ill vary directly as the third power of the diameter of the 
pa icles. 

1 his means, of course, that m the case of a cloudy aerosol a 
lai e number of small particles will reflect more light than a 
sn ller number of larger particles. On the other hand, the light 
sc t tered by a smaller number of relatively large particles of a 
sn ky aerosol is more intense than that scattered by a larger 
no iber of smaller particles. This is supported by direct 
ob srvation with an ultramicroscope, m which the intensity of 
th scattered light is seen to diminish rapidly as the size of the 
pn tide decreases. 

Vixen different clouds are compared, it is found that the shape 
of he particles also greatly influences the intensity of the Tyn- 
d* l beam. Flat plates, for example, m certain positions, will 
of )T a larger reflecting surface than spherical particles. Such 
fk . particles will set themselves m the gas so that they encounter 
gi atest resistance to their motion — e g , under the influence of 
gi vity. They will thus tend to become orientated, and the 
a< osol will reflect a Tyndall beam of high or low intensity, 

sordmg to the angle of reflection, 

Che total obscurmg power of an aerosol has been used during 
t>] 5 war as a measure of concentration. 11 It is defined as the 
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number of square feet of landscape that can be obscured by 
1 lb of cloud-producing material Actually, it is measured by 
dividing the volume of cloud (in cubic feet) produced by 1 lb 
of cloud -forming material by the depth of the cloud layer (m 
feet) at winch it is impossible clearly to distinguish the filament 
of a 40-watt Mazda lamp It is found that, with a given con- 
centration, a large number of smaller particles obscure more 
effectively than a smaller number of larger particles 

For estimating the density of coal smoke issuing from a stack 
Rmgelmann 12 introduced a graduated series of smoke charts 
(six m all), ranging from white through increasingly dark shades 
of grey to black The charts are hung about <30 feet from the 
obseiver, and are compared directly with the appearance of the 
smoke issuing from the chimney 

Optical methods are not very reliable when applied to highly 
disperse systems, owing to the rapidity with which such systems 
change by iloeeulation 13 

Examination of the Disperse Phase.-- The chemical examina- 
tion of the precipitated disperse phase should be preceded by a 
careful microscopical examination of the particles to determine 
their size, shape, texture, and degree of uniformity The 
deposit, if a powder, is then examined in bulk for specific 
gravity and mobility. 

A low specific gravity and a high mobility are generally 
associated with the presence of adsorbed gas upon the particles 
A known weight of the powder is heated ui vacuo, and the 
adsorbed gas pumped off and examined. Tin* condition of the 
powder after doing this is then noted, and compared with its 
character when first precipitated. If adsorbed gas has been 
removed by this treatment, the powder should shrink, and 
increase in specific gravity. Frequently a low specific gravity 
is duo to the particles possessing the very open, spongy structure 
of an u aerogel/* 

By this means are determined the chemical composition of 
the disperse phase and the dispersion medium, and the relative 
concentrations of the two phases, and, to some extent, the 
character of tin* particles of which the disperse phase is made 
up. 
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(B) The Physical Structure 

le physical structure of an aerosol is determined by the 
siz< of the particles of the disperse phase (the degree of 
dis srsion), the number of particles per cubic centimetre, and 
the nature and velocity of their movements m the dispersion 
me mm. 

1 le Number of Particles per Cubic Centimetre of the Aerosol* — 

If e know the concentration of the disperse phase, and also 
the average size of the particles, it is possible, assuming that 
the density of the dispersed substance is not altered by dis- 
pel ion, to arrive at a close estimate of the number of particles 
pea 3 ubic centimetre Actually, this is not a reliable procedure, 
sm 3 the density does alter, particularly at high degrees of dis- 
pel ion Further, it is generally comparatively easy to count 
the actual particles with a fair degree of accuracy by direct 
oh rvation m an ultramicroscope. 

1 ith particles of microscopic size — that is to say, of cloud 
aei sols — the degree of dispersion and the number of particles 
pei cubic centimetre can be determined by collecting on a 
mi ‘oscope slide all the particles contained m a known volume 
of le aerosol. They can then be measured and counted This 
caa best be done with the Owens apparatus, or with the dust 
coi iter designed by Aitken 15 for determining the number of 
du / particles per cubic centimetre of air. 

( wens 5 apparatus has already been described. Aitken ’s dust 
coi iter is shown diagrammatically m Fig 17. It consists 
ess utially of a glass globe (A), in which the air to be examined 
is i k st saturated with water and then cooled by being expanded 
sue ienly with the pump (B) Water vapour then condenses 
upi i dust particles or other nuclei present m the air, and the 
wa jr droplets that are formed settle slowly under the action 
of -avity 0 is a micrometer, 1 cm. square, made of polished 
sib r and ruled into square millimetres. It is illuminated by a 
lig] , (R), focussed by a water lens (Q), which also serves to 
ab i >rb the heat rays The volume of air immediately above 0 
is cactly 1 c c Consequently the droplets that settle on 0 
coi sspond to the number of condensation nuclei that^were 



THE EXAMINATION OF AN A K BO SOL 


1 1 1 

originally present in Ice of the air They are counted with 
the help of a lens (S) 

In making an observation with a given sample of air, the 
globe (A) is first filled with dust-free air, drawn m through the 
filter (D) This air is then tested for nuclei by expansion, and 



the globe is exhausted and refilled, until the air in it is free from 
all condensation nuclei The sample of air to be examined ts 
contained in the flask (( !). One cubic centimetre of this air is 
displaced from ( J into the globe (A) by the following pro- 
cedure : - 

One cubic centimetre of water is added from the burette to 
the graduated funnel (M), the taps ((H) and (F) ) being closed. 
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The tap H is then opened until the water level m M falls 
aga l to the graduation mark F is then opened, and the 
dus j air is swept into the globe (A) along with a quantity of 
dus free air from D 

S fficient time is allowed for the air to become thoroughly 
nm d and saturated with water vapour It is then expanded, 
allc red to settle, and the number of droplets on 0 counted 
Th( number of drops formed should not exceed five per square 
mil metre of the plate , otherwise it is possible that the nuclei 
wei too numerous for all to have been precipitated For very 
dus y air it is necessary to dilute the sample with a large volume 
of ] ire air before introducing 1 c c of the mixture into the 
exj nsion chamber 

*] le number of condensation nuclei per cubic centimetre of 
the air to be tested is given by multiplying the number of 
drc lets counted per square millimetre by 100, by the volume 
of i Le original sample m cubic centimetres (and by the ratio of 
dil non, if mixed previously with a volume of pure air), and 
als< by the expansion ratio — final volume to original volume — 
in le expansion chamber. 


the degree of expansion be large — that is to say, — is 

v i 

gr€ ter than 1*25 — gaseous ions may also serve as condensation 
nu ei, so that a count of the number of drops formed would 
yie 1 too high a result. By restnctmg the expansion to smaller 
va es this error will be avoided 


either Aitken’s nor Owens’ method is applicable to aerosols 
of high degree of dispersion Such systems frequently have 
to >e examined immediately after they are formed, or during 
th< r subsequent development Further, it is impossible to 
se] bj;ate the disperse phase from the dispersion medium in such 
a s stem without completely changing the size and character 
of tie particles by aggregation. Such systems, therefore, must 
be >bserved in situ with the help of an ultramicroscope 

he Ultramieroseope. — An ultramicroscope is an ordinary 
m] roscope on the stage of which is fitted a small, glass-sided 
ce , which contains the aerosol or other colloidal solution that 
is ) be examined. Light from an intense source, the sun or an 

S — 2 
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arc lamp, is focussed upon the contents oi the cell, the axis of 
this illuminating beam being perpendicular to the axis of the 
microscope The background of the cell is dark, and all 
extraneous light is carefully kept out of the system If the 
particles forming the disperse phase are larger than 10 5 cm -- 
the order of magnitude of a wave-length of light — they will reflect 
and refract the light m a regular manner, and will move rela- 
tively slowly m the field of view Such particles are above the 
limit of resolution of the microscope, and their shape and size 
will easily be seen. 

If the particles are smaller than 10 5 cm —that is to say, 
form smoky aerosols — they will be too small to reilect or refract 
light waves, but instead will scatter some of the light that falls 
upon them in all directions. They are below the limit of 
resolution of the microscope, and, consequently* it is impossible 
to see their shape or size. Such particles also are m rapid 
Brownian motion 

The amount of incident light that is scattered by the pat tides 
vanes as their size , the larger particles, therefore, appear 
brighter. They do not appear to be larger, the only difference 
between large and small particles being their brightness and the 
velocity with which they move m a given gas Bven the smallest 
particles, however, are made visible by using a dark background, 
since any object, however small, which emits enough light to 
affect the return, is visible provided the background is suffi- 
ciently dark. Thus stars are visible at night, and dust par- 
ticles are easily seen m a sunbeam in a darkened room. 

The form of ultmmieroscope cell that was used by Wells and 
(jerke 30 in their investigation of certain aerosols is illustrated 
in Fig. 18. 

The cell is cubical, and consists of two stout copper plates, 
each 15 mm. square and connected at the corners by four square 
brass rods, each la mm. long, the form, or frame, to which four 
cover glasses, each I a mm. square, are attached with glue. Two 
thick copper lugs project from the copper sale plates, and serve 
to carry the supporting clamps and the entrance tubes for the 
sample. These entrance tubes were made to rotate in a tapered 
bearing, so that, m a certain position, a small hole in the wall of 
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the tube communicated with the cell through a passage bored 
thi ugh the copper block This arrangement formed an 
eff< stive and ^convenient stopcock When closed, the entire 
cel could be immersed m a thermostat, to bring the sample to 
tei perature equilibrium 

r be microscope was fitted with a 16 -mm objective, and two 
16 lm objectives served to focus the light from an arc upon the 
pa acles in the cell after passing through a water cell to remove 
th< heat rays 

1 he particles could be photographed directly by fitting the 
mi coscope draw tube with a plate-holder. No eyepiece was 
us* 1, the microscope objective itself servmg as the photo- 
gr Dhic lens A magnification of 11 was obtained 



iuch an apparatus is well adapted for the direct examination 
of terosols 

'he Degree of Dispersion. — To determine the size of a par- 
ti* e, it is necessary to measure the rate at which it is moving in 
a iven direction If the particle is large enough, it will settle 
al a constant velocity, following Stokes’ law The rate at 
w Lch it falls under the influence of gravity can be determined, 
U£ ag a micrometer eyepiece and a stop-watch, and correcting 
fc "the magnification of the microscope A large number of 
se arate observations are necessary, and the mean value for v 
is hen substituted in Stokes’ formula 17 — 

„ 2 ^ 3 (/> - p)g 

9‘ 7 } 

f the particles are small enough to exhibit Brownian motion, 
tl j problem is rendered more difficult by the more rapid and 
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erratic character of their movements The path traced by the 
particle during a given interval of time, as measured bv a stop- 
watch, is traced on squared paper by means of a eanieia lueida. 
The mean displacement of the particle m the observed tune 
along a given axis is then calculated 

Einstein has shown that the Brownian displacement (A) of a 
particle, measured along a given axis m an interval of time (/.), 
is related to the diffusion constant hy the expression — 

A = \ A 2I )/, (2fl) 

Combining this with Sutherland's diffusion formula-- 


we get 


D 


KT 1 

N ’(>7 TfjY 

HT t 

A *hrtjA.~ 


(27) 

( 28 ) 


Since r varies as the square of A, the accuracy of this 
method is not very high The accuracy moi eases as A 
increases— that is to sa t \ , as the degree of dispersion rises. 

This method is also slow and laborious, and the measurements 
may be vitiated, owing to the particle altering in size, diffusing 
out of the field of view, or being carried away b\ convection 
currents, which, for very small particles, are generally more 
important than their Brownian motion 

I)e Broglie 1H attempted to record the paths of the particles 
photographically, but, owing to the liability of the particles to 
diffuse away from the field of view during the exposure, the 
measurement of the time of displacement was rendered uncer- 
tain. 

In nearly every aerosol, a number of the particles are elec* 
tncally charged. By observing their velocity in a known 
electrical field it is possible to calculate their size, assuming 
that each particle carries a single electrical charge. The num- 
ber of particles in the aerosol that carry two or more charges is 
negligible. 

Assuming Stokes' law. Von Uevesey has shown that the 
velocity (V) that is imparted to a charged particle by an 
electrical field of X volts per centimetre is given by— 
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V = 

ZTTTjd^ 

ere e is the^ charge on the particle, and d its diameter. 
Putting e == 1-59 x lO -20 , 

7 9 3 X 10“ 10 


(29) 


(30) 



i’xo 20 — Distribution of particle size m a smoke after various intervals of time 


Wells and Gerke 16 have devised a greatly improved method, 
n which the particles are subjected to the influence of a rapidly 
alternating electric field The particles are thereby made to oscil- 
late m a direction perpendicular to the convection movement due 
to the source of light, so that they describe regular zigzag paths. 
The amplitude of these oscillations is an accurate measure of the 
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distance traversed by a given particle m a definite small interval 
of time under the influence of the known electrical force 

A photographic reeoid, shoving curves of different amplitudes 
corresponding to particles of different sizes (assuming that the 
particles all cany unit charge), is reproduced m Fig. 1th The 
particles represented vary m radium from 1 /; 10 1 em to 
5 x 10 b cm 

A great advantage of this method is that particles of different 
sizes can be measured simultaneously Also it is possible* m 



this way to determine the range and distribution of the sizes of 
the particles forming a given aerosol at a given moment of time. 

The curves in Fig, 20 show the distribution of*the particles 
of a smoke, obtained by detonating oil in air, according to their 
size at different intervals of time. 

Individual particles have been weighed by applying a vertical 
electrical force to the particle, thus imparting to it a velocity 
greatly in excess of either its gravitational or Brownian move- 
ments. 1 ® The mass of the particle is obtained by applying 
Stokes law to the difference between the observed upward 
and downward velocities of the particle* 




i 


-‘T- 





v/Z/AVWV' rf!k«. 


,\.„ .'.; _ 

■• vv x 

v* s^^awwv . ^VvW/vV^WS' 


, , , v V v.v, 


:\,.,^/a 





Fig 19 — Paths traced by smoke particles m alternating electric field. 
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Millikan’s oil-drop method 20 makes it possible to weigh a 
suspended particle by solving for mg the equation of the equi- 
lbrium of the^drop between gravity and a vertical electrical 
ield — 


V x __ mg 
V 2 Xe mg 


(31) 


Whytlaw-Gray, 7 using the special precipitation filter de- 
cnbed on p 107, determined, for a number of different aerosols, 
he concentration of the disperse phase, and, using an ultra- 
mcroscope, counted the number of particles per unit volume. 
Ie was thus able to calculate the average mass of a particle, 
md, assuming its density to be identical with that of the un~ 
lispersed substance, he was able to obtain a value for the radius 
>f the particle 

By this method he was further able to trace the gradual 
growth of the particles by flocculation or coalescence. In 
hg 21 are shown, for a number of different smokes, the con- 
sentration of disperse phase, m milligrams per litre, over periods 
>f up to six hours’ duration In their general characteristics, 
he curves resemble one another fairly closely. 

In Fig 7 (p 92) are shown the number of particles per cubic 
entimetre m such clouds. Considering a zinc oxide cloud as 
ypical, the corresponding numerical observations are given m 
Fables IX. (a) and (b). 

Table IX. (a). 


Zinc Oxide Cloud. Number Curve 


Time 

Particles 
per o c 

Time 

Particles 
per c c 

Time 

Particles 
per c c 

h m 

0 4 

4-54 X 10° 

h m 

1 51 

1 68 X 10 6 

h m 

2 47 

0 88 X 10 6 

0 26 

2-99 

1 53 

1 42 

2 49 

0*77 

0 2!) 

2-89 

1 55 

1 31 

2 51 

0*69 

0 51 

2-09 

1 58 

1-59 

4 7 

0-56 

0 53 

2-25 

2 28 

0-91 

4 10 

0-48 

1 21 

1-68 

2 33 

0 81 

4 16 

0-56 

l 24 

1-65 

2 34 

0-92 
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Table JX. (h) 

Zinc Oxide Cloud. M icrobiilrtnrr Curre 


\V**itrh1 W< 

(mi'un pt*r liti(') * im< i mj^rm jk r lit n k ) 


h 

m j 


h 

m 


0 

10 1 

0*0172 

2 

40 

0 01 2 f 

0 

a.) : 

0 0187 

4 

22 

0 008 1 

] 

3 ! 

0*0171 

4 

20 

0 0070 

1 

33 I 

0*0141 

4 

20 

0*0070) 

2 

11 | 

0*0147 


1 



By dividing the smoothed values for the concentration, 
taken from the curve (Fig. 21), In the corresponding value for 
the numbers of particles (Fig. 7), a series of values is obtained 
of the average weight of a particle at different periods. These 
values are shown in Table IX. (r) 


Tablk IX. (r) 

Table, -showing the Average Weight of a Part info at 
Different Periods. 


T 

'urn*. ; 

Avciafrt* WVijilit [•(•!• 
l'ariiclc, ('nil. 

Tm«*. 

Averaci* WiML'lii [icr 
i’urticli', (rrm. 

h. 

m. ! 


h. 

m, , 


0 

4 ! 

3-02 • 10 »8 

2 

o , 

I .“>• 1 >! 10 16 

0 

20 1 

(i-CO 

2 

20 

10*4 

1 

0 I 

8*37 

4 

0 

10-0 

1 

20 , 

‘>•82 

4 

20 

10-U 

2 

0 

1 1-7 

a 

0 

10-8 

2 

20 

13*0 





Fig, 22 (a) shows the change of concentration of sneh a cloud 
with time. Fig. 22 (h) shows the gradual growth of the par- 
tides in the same smoke during the same period. After four 
hours the weight of the particles became constant. 

The degree of dispersion can also be deduced from the ob~ 
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served optical behaviour of the aerosol Rayleigh 21 (1871) 
has shown that the intensity (I) of the light scattered by very 

small particle^ of radius (r) is equal to where A is the 

wave-length of the incident light If, therefore, a given aerosol 
is illuminated by light of various wave-lengths, the intensity of 



Fig 22 — Concentration and size of particles of ZnO smoke 


the light that is scattered m a direction at right-angles to the 
incident beam will vary for the different wave-lengths according 
to the size of the scattering particles. 

The spectrum of the light that is diffused by the aerosol in a 
direction at right-angles to the incident beam is photographed. 
The intensity of the light for each wave-length is measured 
photometrically from the spectrogram From the distribution 
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Table IX. ( b ) 


Zinc Oxide Cloud Microbalance Curve 


Time 

Weight 

(mgrm per litre) 

Time 

Weight 

(mgrm per htie) 

h m 

0 10 

0 0172 

h. m. 

2 46 

0-0124 

0 

35 

0-0187 

4 23 

0 0081 

1 

3 

0 0171 

4 36 

0-0079 

1 

33 

0-0141 

4 50 

0 007G 

2 

11 

0-0147 




By dividing the smoothed values for the concentration, 
taken from the curve (Fig 21), by the corresponding value for 
the numbers of particles (Fig 7), a series of values is obtained 
of the average weight of a particle at different periods These 
values are shown m Table IX. (c) 

Table IX (c) 


Table showing the Average Weight of a Particle at 
Different Periods 


Time 

Average Weight per 
Particle, grm 

Time 

Average Weight per 
Particle, grm. 

h. m 

0 4 

3-62 X 10~ 16 

h. m. 

3 0 

15-1 X 10“ 15 

0 

30 

6 60 

3 

30 

16*4 

I 

0 

8-37 

4 

0 

16 9 

1 

30 

9-82 

4 

30 

16-9 

2 

0 

11 7 

! 5 

0 

16*8 

2 30 

13 6 




Fig 22 (a) shows the change of concentration of such a cloud 
with time. Fig. 22 ( b ) shows the gradual growth of the par- 
ticles in the same smoke during the same period. After four 
hours the weight of the particles became constant. 

The degree of dispersion can also be deduced from the ob- 
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served optical behaviour of the aerosol. Rayleigh 21 (1871) 
has shown that the intensity (I) of the light scattered by very 

.A. 7b T ^ 

small particleS of radius (r) is equal to — ^ — , where A is the 

wave-length of the mcident light If, therefore, a given aerosol 
is illuminated by light of various wave-lengths, the mtensity of 



the light that is scattered m a direction at right-angles to the 
mcident beam will vary for the different wave-lengths according 
to the size of the scattering particles 

The spectrum of the light that is diffused by the aerosol in a 
direction at right -angles to the incident beam is photographed 
The intensity of the light for each wave-length is measured 
photometrically from the spectrogram From the distribution 
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of intensity, it is possible to calculate the size distribution of the 
particles of the aerosol 

When a small source of light is viewed through # a cloud of fine 
particles, it is seen to be surrounded by a halo The angular 
diameter of the halo is inversely proportional to the size of 
the particles 22 

This fact has been utilised by a number of workers — notably 
Barus 23 — to determine the size of the particles forming an 
Aerosol. Barus discharged low pressure steam into warm air 
contained m a suitable observation tube. As condensation 
takes place the light that is transmitted by the resulting cloud 
exhibits a magnificent display of colour change. A succession 
of diffraction colours can be obtained either by gradually 
diminishing the pressure of the steam — e g , from 156 cm. of 
mercury down to the atmospheric pressure — or by using a 
large amount of low pressure steam and introducing into it 
varying amounts of dusty air The size of the particles is 
determined from the colour, and the order of the spectrum 
Working with atmospheric air, Barus observed the presence of 
particles varying m diameter from 10~ 3 cm. to 2 X 10~ 5 cm. 

McKeehan 24 measured the diameter of mercury droplets, 
when only equal to two or three wave-lengths of light, by 
illuminating the droplet from both sides. The reflected images 
of the sources of light appeared as point-source diffraction 
patterns. The diameter of the droplet was determined by 
measuring the distance between the centres of the centre discs 
of these patterns 

(O) The Stability of Aerosols 

Aerosols are probably the least stable of all disperse systems. 
This is largely on account of the relatively great molecular 
activity of the dispersion medium, which, especially at high 
degrees of dispersion, imparts a correspondingly vigorous move- 
ment to the actual particles of the disperse phase. The fre- 
quency with which the particles of a smoky aerosol collide is, 
therefore, very high, and consequently the rate at which coales- 
cence and flocculation occur is correspondingly great. 

The particles of a cloudy aerosol, whether originally formed 
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as such or produced by the condensation or flocculation of a 
smoky aerosol, settle rapidly on account of the great difference 
of density between the disperse phase and the dispersion 
medium They do not exhibit any Brownian motion, and, 
therefore, do not diffuse They may be buoyed up for a time 
by a rising convection current, but m a comparatively still gas 
they steadily settle to the floor of the containing vessel This 
can well be observed without a microscope m a tall, flat-sided® 
rectangular glass cel], preferably painted dead black except for 
a narrow, vertical slit down the centre of two adjacent sides, 
If such a vessel be filled with a cloudy aerosol, and illuminated 
by a strong side-light, and observed through a hand lens or 
low power microscope, the particles of the disperse phase will 
be observed, settling gradually towards the bottom of the 
vessel, until the gas is quite clear If the slit be ruled into 
millimetres, the rate of sedimentation of the surface of the cloud 
can conveniently be followed with the aid of a stop-watch In 
such an aerosol, there is practically no tendency for the particles 
to coalesce, unless the aerosol is agitated or stirred 

The particles forming the disperse phase of a smoky aerosol 
are in active Brownian motion , consequently they do not 
settle, but tend to diffuse to the walls of the containing vessel, 
and also coalesce to form larger particles that, when they 
become large enough, behave like cloud particles and settle 
slowly to the floor of the vessel 

To observe the movement of such particles, it is necessary to 
place the aerosol m the cell of the ultramicroscope 

The amplitude and velocity of the Brownian movement of 
the particles is determined m the manner that has already been 
described (p 118). The rate at which the particles diffuse 
through the aerosol can be measured m a precisely similar 
way 

The change m the degree of dispersion, assuming that the 
concentration remains constant, is accompanied by a reduction 
m the number of particles per cubic centimetre It can best 
be followed by determining at regular intervals of time the 
number of particles of the disperse phase per cubic centimetre. 

The concentration of the disperse phase should be determined 
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at intervals throughout the experiment to determine to what 
extent, if any, the change in the degree of dispersion is due to 
further condensation of disperse phase from the dispersion 
medium This can conveniently be done with a* large volume 
of the aerosol m a separate vessel, a measured volume of the 
aerosol being drawn off from time to time and passed through 
a suitable separator 

The movements of the particles can be recorded photo- 
graphically, as shown by Wells and Gerke 

As the mass of the particles increases their motion becomes 
more sluggish It is thus possible to follow the change m the 
degree of dispersion by recording this gradual change m the 
velocity 

Wells and Gerke 16 recorded the movements of the particles 
in an alternating electric field at intervals of fifteen minutes. 
They then plotted against different values of the diameter the 
number of particles of each diameter that were present m the 
aerosol at each interval Using an oil smoke, obtained by 
detonating a medium mineral oil m air — 1 gram oil per cubic 
metre — they obtained the curves shown m Fig 20 It will be 
noticed that the proportion of larger particles, as well as the 
actual maximum diameter of the particles, steadily increases 
from curves 1 to 5 

The motion of the particles can also be modified by setting 
up a temperature gradient across the observation cell This can 
easily be done by mtroducmg two plates, one warmed, the 
other cooled by water. All the particles will be seen to travel 
towards the cold plate. 

If two wires be inserted in the cell, and a potential gradient 
be maintained between them, the particles will be seen to travel* 
some to one and some to the other. Even if a neutral wire 
only be introduced, some of the particles will be seen to travel 
towards it and become deposited upon it, probably because of 
an induced charge of opposite sign being formed on the wire by 
the charge on the particle 

Such an ultramicroscopic examination of the movements of 
the particles under different controlled conditions affords a very 
important method of determining the behaviour of aerosol 
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particles, whether moving freely m the dispersion medium 
or in a constramed manner — for example, at the surface of a 


filter. 


References 

1 Boyd Analysis of Air Eng Mm J (1919), 107, p 3956 

Hill Quantitative Determination of Air Dust Met Chem Eng 
(1917), 17, pp 190, 191 

Inness Estimation of Impurities m Mine Air by the Kotze 
Conimeter J Chem Met Mm Soc , S Africa (1919), 19, 
pp 132—145. 

Kershaw The Methods of Gas Sampling and Testing employed 
by the Hamburg Smoke Abatement Society Elec Rev , 65, 
p 656. 

Owens Brit Pat No 16,256 (1911). 

Palmer, Colman and Ward Am J. Pub Health (1916), 6, 
p 1049, 

2. Winslow, C E A , and Jordan, R J Ind Hyg (1923), 4, 
pp 375—379 

3 Owens Proc Roy Soc (1922), A101, pp 18 — 37 

4 Monnett, 0 The Determination and Examination of Atmospheric 

Impurities Chem Met Eng (1920), p 1117 
Smyth. Analysis of Air J Ind Hygiene (1919), 1, pp 140 — 149 

5 Trostel and Frevert J Ind. Eng Chem. (1923), 15, pp 232 — 

236 

6 Tolman, Reyerson, Brookes and Smyth An Electrical Pre- 

cipitator for Analysing Smokes J Am Chem Soc (1919), 
41, pp 587 — 589 

Lamb, Wendt and Wilson A Portable Electrical Precipitator 
for Smokes and Bacteria Trans Am Electro-chem Soc. (1919), 
35, pp 357—369 

7 Whytlaw-Gray and Speakman Proc Roy. Soc (1923), A102, 

pp 615—627 

8. Strong Electric Smoke Recorder. U S Pat No 1,071,532 
( 191 3) 

9 % Thomson, William Automatic Smoke Recorder. J Soc. Chem. 
Ind (1892), p 12 

Eddy U S Pat No 971,670 (1910) and Brit Pat No. 22,915 
(1910). 

10 Tolman and Vliet A Tyndallmeter for the Examination of 
Disperse Systems J. Am Chem Soc (1919), 41, pp 297 — 300 
11. Richter SiCl* and TiCl 4 m the War Trans Am Electro-chem. 
Soc (1919), 35, pp 323—333 

12 Auld The Use of the Rmgelmann Smoke Scale. Power and Eng. 
(1910), 32, Pt. I , p 848 

U.S Geological Survey Rmgelmann’s Scale for Grading the 
Density of Smoke (1910). 



128 THE EXAMINATION OF AN AEROSOL 


13 Lovibond, Joseph W On Precautions necessary for Making 

Reliable Observations on Smoke Densities J Rov, Sanitary 
Inst (1906), 27, p 169 

14 Nesbitt Air Filtration. Chem News (1913), 106, p 235. 
Schwarz Gesunclh Ing (1912), 35, pp 7 — 9 

15 Aitken Trans Roy Soc , Edm (1888), 35 

16 Wells and Gerke J Am Chem Soc (1919), 41, pp 312 — 329 

17 Sutherland. Phil Mag (1905), 9, p 781 

18 De Broglie Compt Rend (1909), 148, p 1316 Le Radium 

(1909), 6, pp 203—209 

19 Burton. Proc Roy Soc (1919), 95a, pp 480 — 483. 

20 Millikan The Electron (1917), p 100 

21 Rayleigh Phil Mag (1871), p. 375 , also (1889). 

22 Young Wood’s Physical Optics (1911), p 241 

23 Barus The Nucleation of the Uncontammated Atmosphere 

Carnegie Inst , Washington (1906) 

Condensation of Vapor as induced by Nuclei and Ions Carnegie 
Inst , Washington (1907) 

Do , do (1908), 3rd Report 
Do , do (1910), 4th Report 

24 McKeehan. Phys. Rev. (1916), 8, pp 142 — 148 



THE INDUSTRIAL TREATMENT OF FUMES 129 


PART II. 

CHAPTER VII 

THE INDUSTRIAL TREATMENT OF FUMES AND DUSTY GASES 

Industrial smokes and fumes and dusty gases are aerosols 
m which the dispersed substance may be solid or liquid, and the 
dispersion medium a gas — either the atmosphere (e g , the dusty 
atmosphere of mines and mills), flue gases from furnaces ( e g , 
metallurgical fume and sulphuric acid mist), or fuel gases (blast 
furnace gas and producer gas) 

Any particle suspended m a gas is subject to two sets of 
forces. It is pulled downwards by gravity with a force (F), and 
the resulting movement downwards is resisted by the viscous 
friction of the gas (R) In general, for particles larger than 
10~ 2 to 10 ~ 3 cm , according to the density of the particle, F is 
greater than R at all velocities, and the particle settles with 
increasing velocity For smaller particles the resistance of 
the gas increases with the velocity of the particle until R 
becomes equal to F The particle then contmues to fall at a 
constant velocity (v) 

Values of v for spherical particles of umt density, falling m 
still air, are given m Table X 


Table X. 


Diameter of 
Paiticle 

Rate of Settlmg (v) 

cm 

cm /sec 

metres/hi 

io - 2 

30 

1080 

10- 3 

0-3 

10 8 

10 4 

0 003 

10 8 cm 

10~ s 

0 00003 

1-08 mm 


From this it is clear that effective settlmg from air or gases in 
motion can only be obtained with particles of more than 
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10~~ 3 cm diameter Smaller particles settle so slowly that they 
are carried up again by the least upward movement of the air 
For particles of diameter smaller than 10 5 cm. % the mean free 
path of the gas molecules, the impacts of the gas molecules drive 
the particles hither and thither about the gas m ceaseless 
Brownian motion For such particles the force of gravity has 
but little effect compared with that of the individual molecular 
impacts 

It is convenient to distinguish between three kinds of in- 
dustrial aerosols according to the size of particle (degree of 
dispersion) — 

(a) Dusts, in which the particles are larger than 10~~ 3 cm 
diameter Such particles settle in still air with increasing 
velocity They do not diffuse 

(b) Clouds, the particles of which range m diameter from 
10 3 to 10” 5 cm Such particles settle m still air at a constant 
velocity, depending upon their size, according to Stokes’ law 
They, also, do not diffuse 

(c) Smokes, the particles of which range from 10" 5 to 10~ 7 cm 
diameter Such particles are in active Brownian motion, and 
diffuse fairly rapidly They do not settle at all in still air. 

The degree of dispersion of a number of industrial dusts, 
clouds and smokes is shown m Table XI. 


Table XI. 


Substance 


Diameter of Pai tides 
cm 


Milk powder (by evaporation of fine 


spray) . 

1-4 X 

10~ 2 

C+- 

o 

9 

A 

X 

10-2 

Fmepowder(300-mesh) — e g , cement 

1 

X 

10-2 

J ? 

0*7 

X 

10-2 

Smelter fume 

1 

X 

10- 3 


1 

X 

10-5 

Atmospheric fog particles 

1-4 X 

io- 3 

} ? 

3*5 

X 

10-3 

Cement kiln flue dust . 

6 

X 

10-3 


0*8 

X 

10-3 

H ^S0 4 mist from concentrators 

1-1 X 

10-3 

J , 

1*6 

X 

10-« 

NH 4 01 fume 

1 

X 

10 -4 

> J 

1 

X 

10-3 

Oil smoke . 

1 

X 

10 -4 


5 

X 

10-8 

Rosm smoke 

1 

X 

10“ 4 


1 

X 

10-6 

Tobacco smoke . 

1-5 X 

10-3 

)> 

1 

X 

IQ ” 6 
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These industrially important aerosols are formed either — 

(1) By the condensation of vapours of metals (mercury, 
silver copperhead, zinc, arsenic, antimony) or of metallic com- 
pounds (oxides, sulphates, chlorides) that are formed m the 
hottest parts of the smelting furnace, and condense m the fume 
after it leaves the furnace, or by the condensation of non- 
metallic vapours — for example, of tar vapours m producer gas ; 

(2) By chemical action between metallic vapours and the 
furnace gases (oxygen, chlorine, sulphur trioxide) to form com- 
pounds that are not volatile at the temperature of the furnace — 
eg , Sn0 2 from a tm-smeltmg furnace, or ZnO fume from a 
brass foundry — or that are volatile at the furnace temperature, 
but condense as the fume passes away and cools — e g , chloride 
vapours from a ehlondismg roast, and As 4 0 6 from an oxidising 
roast , 

(3) By mechanical disintegration and dispersion of solid or 
liquid substances — e g , ore dust carried over from a furnace , 
the dust m the air of grinding mills and mines 

In many cases, substances are manufactured m powder form 
by being dispersed m a gas and subsequently collected— for 
example, milk powder, carbon black, zinc dust 

Liquid or solid matter dispersed m a gas, whether m the form 
of dust, cloud or smoke, is generally separated from the gas 
industrially for one or more of the following reasons — 

(1) It may be obnoxious, (a) Smelter fumes contain, m 
addition to S0 2 , considerable quantities of finely divided ore 
particles, and also smoke particles produced by the condensa- 
tion of metal, or metal compounds volatilised m the furnace 
The greater proportion of this dust consists of particles of 
diameter greater than 10 -3 cm 

Most non-ferrous smelter fumes also contain considerable 
quantities of acid gases (S0 2 , S0 3 ) which seriously damage 
vegetation over large areas surrounding the works In such 
fumes, it is necessary to render the waste gases innocuous by 
neutralising or absorbing their acid constituents with lime dust 

In localities where smelting operations are carried out on a 
large scale — e g , in certain parts of the United States — fumes 
from these smelters constitute a serious public nuisance In 

9—2 



132 THE INDUSTRIAL TREATMENT OF FUMES 

one smelter, as much as four million cubic feet of fume are pro> 
duced per minute The fume has to be freed from its suspended 
matter before it is discharged into the open air Generally 
speaking, if the amount of suspended matter m the fume is 
enough to be obnoxious, it will pay for recovery 

(b) Acid fumes When weak sulphuric acid is concentrated 
by contact with hot gases m Gaillard towers or Kessler con- 
centrators, the gases carry away a considerable quantity of 
H 2 S0 4 m the form of fine mist, varying from 4 to 10 grams of 
real S0 3 per cubic metre The particles vary m diameter from 
0 8 to 5 5 [jl 

A similar acid mist is formed when S0 3 smoke is bubbled 
through water, or when hot gases, containing steam and S0 3 , 
are cooled. 

(2) It may be injurious to the workers, (a) Some dusts — 
for example, the arsenical dust that is formed when certain 
kinds of insecticide are being packed, or the zinc oxide fume 
from a brass foundry — are directly poisonous when they are 
inhaled by the workers 

(b) In many grinding mills and packing rooms, the suspended 
dust, when inhaled by the workers, may be directly harmful to 
the lungs 

The dust that is produced when certain alkaloid-containing 
barks are disintegrated is extremely irritating to the eyes, nose 
and throat of the workers, and causes considerable distress 

The hard, insoluble dust from quartz and other rocks, that 
is formed m gold and other metal mines, may make it physically 
impossible for the workers to work at more than one-third of 
their normal capacity, and may m a very short period — fre- 
quently less than five years — completely incapacitate them for 
work by causing chronic bronchitis, miners 5 asthma or miners 5 
phthisis. 

In many industries — e g , cement, textiles flint and steel 
grinding, asbestos/ felt hat, pottery — injurious dust is pro- 
duced, the particles ranging in diameter from 1 /x upwards. 

A great deal has been done in this country by the Home 
Office and the Ministry of Health, and m other countries — 
notably m America by the Bureau of Mmes and the Public 
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Health Service — to minimise this form of dust hazard, either 
by the removal of the dust at the point of formation or, where 
possible, by keepmg the work damp, preventing the formation 
of dry dust, or, where these methods are impracticable, by 
introducing the use of gas masks by the workers. 

(3) If may be valuable, (a) Smelter fumes, particularly 
those from copper, silver, tm, arsemc and mercury furnaces, 
contain suspended matter worth many times more than the cost 
of recovery 

(b) Blast furnace potash Blast furnace gas contams from 
5 to 6 grams per cubic metre of dust This dust may contain 
from 2 to 30 per cent K 2 0, depending upon the composition of 
the charge By suitable choice of charge materials as much 
as 50 lbs of potash can be obtamed from the gas per ton of iron 
produced 

(4) It may be an undesirable impurity, (a) Iron blast 
furnace gas leaves the furnace mouth at a temperature of from 
200° to 300° C It contains a considerable amount of dust from 
the charge, some of which is relatively coarse and settles readily 
The remainder, however, is very fine, and passes on with the 
gas This dust contams from 40 to 100 lbs of potash per 
million cubic feet of gas, according to the composition of the 
furnace charge 

Unlike non-ferrous metallurgical smoke, non blast furnace 
gas possesses, m addition to its sensible heat, considerable 
calorific value, on account of its content of CO (about 24 per 
cent ) It is passed through regenerators, generally constructed 
of firebrick chequerwork, and is burnt m stoves or under boilers , 
some of it is also used m gas engines As the gas leaves the 
downcomers of the blast furnace it may contain up to 7 grams 
of dust per cubic metre. This dust will soon accumulate in the 
flues, and choke the regenerators Owing to its alkaline 
character, it corrodes the brick construction work. Dusty 
gas is useless for gas engines 

Blast furnace gas or producer gas, when used for internal 
combustion engines, should contain less than 0*01 gram per 
cubic metre of dust If more dust be present, and, therefore, 
probably coarser dust, the gritty particles wear out the cylinders 
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of the engines Blast furnace gas for stoves and boilers should 
not contain more than 1 gram per cubic metre of dust , other- 
wise the flues and chequerwork become choked and require 
frequent cleaning Also the walls of the flues become corroded 
by the hot alkaline dust 

Since blast furnace gas is to be used as a fuel, it is necessary 
not only to recover the suspended impurities m it, but also to 
conserve, as far as possible, the sensible heat and the calorific 
power of the gas 

(i b ) Sulphur dioxide from pyrites burners commonly contains 
up to 5 grams of dust per cubic metre This dust, unless 
removed, will choke the Glover towers and scrubbers m the 
chamber process, or, m the contact process, will speedily choke 
the catalyst and render it useless 

(c) The gases obtained by the distillation or partial com- 
bustion of bituminous coal contain vapours of tar oil and CS 2 , 
which, although volatile at the temperature of formation, con- 
dense as the gas cools, and form a very stable mist It is 
difficult to remove this tar completely, and it accumulates m 
pipes and valves, and, becoming carbonised, fouls the ports and 
cylinders of gas engines 

(cl) When soft wood — e g , pme — undergoes destructive dis- 
tillation, a considerable quantity of tar is driven off with the 
vapours of water and pyroligneous acid This tar condenses 
as the vapour cools, and forms an emulsion m the pyroligneous 
acid Unless it is separated from the acid, the liquid froths 
badly during the subsequent distillation process 

(e) Air conditioning In the mechanical ventilation of public 
or private buildings, mills, factories, hospitals, etc., it is often 
necessary to free the ventilating air as completely as possible 
from dust, bacteria, and mould spores. In many industries, 
fine dust is produced, which, floating m the air, may be explosive 
or injurious to health This dust must be removed as quickly 
as it is formed Many manufacturing processes — e g , textiles, 
photographic films, gas mantles — must be carried out m dust- 
free air. 

Air compressors and air-cooled turbo-generators must be 
supplied with cool, dust-free air , otherwise dust collects m the 
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air passages or on the windings, impairing the cooling efficiency, 
and causing a risk of breakdown due to possible short-circuiting 

In many ventilating systems, the outgoing warm air is 
returned to tile building continuously, m order to avoid an 
undue loss of sensible heat Such conditions favour the growth 
of mould spores and pathogenic bacteria Mould spores are a 
continual source of trouble m margarine and other foodstuff 
factories and stores and m breweries In some industries, it is 
necessary to maintain the air at a particular degree of humidity 

(5) It may be explosive, (a) Mills In many mills, m which 
combustible substances such as flour, starch, sugar, coal, are 
ground, the fine particles are caught up into the air and retained 
m suspension Unless the air is circulated and filtered con- 
tinually, the concentration of this suspended dust may reach 
the explosive limit Thuty-five grams of flour dust per cubic 
metre of air are explosive. 

(b) Mines In coal mines, fine coal dust is formed by the 
firing of the shots, and by the traffic along the workings 
Thirty grams of coal dust per cubic metre of air are explosive 

Dust explosions are never spontaneous, but always the result 
of ignition They can be inhibited (a) by diluting the explo- 
sive dust with an inert dust — e g , fine shale or stone dust m 
coal mines , ( b ) by diluting with an inert gas the air m which 
the dust is suspended — e g , flue gas , or (c) by humidifying the 
air and, therefore, the dust suspended m it 

(6) The manufacture of substances in powder form, (a) When 
liquids, such as milk, egg yolk, fruit juices, are sprayed into hot 
gases, the particles evaporate, thus producing a fine dust of the 
evaporated product In this way evaporation is carried out 
rapidly, and at a temperature that will not damage the material 

(b) Carbon black is manufactured by the combustion of oil 
vapour, or naturally occurring hydrocarbon gases such as 
methane, m a limited supply of air The finely divided carbon 
particles so produced are allowed to settle, or are filtered or 
precipitated from the gaseous products of combustion 

(c) High grade zinc dust is manufactured by projecting a 
finely divided spray of molten zinc into an inert gas, m which 
it cools and is condensed m the form of powder 
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Methods of Treatment 

The method to be adopted for the purification of a particular 
metallurgical smoke will depend very much upon the character 
of the gases, their temperature, volume and composition, the 
nature of the suspended matter, its physical and chemical 
composition and economic value, and the immediate destina- 
tion of the purified gases, whether to be used for power pur- 
poses or to be discharged into the air. 

All smoke-treating or dust-recovery processes should be con- 
tinuous m action, and should offer as little resistance as possible 
to the passage of the smoke. One of the inherent difficulties 
associated with the filtration of smelter smoke is the enormous 
volume of smoke that has to be treated , frequently as much 
as a million cubic feet of smoke has to be treated per minute, 
from 20 to 30 tons of material being recovered per day It is a 
matter of first importance, therefore, that any process of filtra- 
tion or condensation be rapid , otherwise the dimensions of the 
plant will be prohibitively large. 

(1) Settling : Gravity. — In many metallurgical furnaces, the 
flame comes mto direct contact with the charge, so that a con- 
siderable amount of finely divided material is caught up by the 
gases and carried away mechanically. The amount of this 
dusty matter present m the smoke will depend upon the density 
and fineness of the charged materials, and the velocity of the 
gases These dust particles, ranging m diameter from 1 mm 
to 0*01 mm., are not to be regarded as true constituents of the 
smoke. The true smoke particles are much smaller, and are 
often electrically charged. 

The density of fume particles (varying, say, from 1 to 10) is 
much higher than that of the gas (*001 to 003) m which they 
are suspended. Given the opportunity, therefore, such par- 
ticles should settle from the gas under the action of gravity 
Even in still air, however, only particles greater than 10 5 cm 
can settle at all, and of these only those that are coarser than 
10~ 3 cm. can settle at all rapidly. 

The separation of dust particles by settling is facilitated by 
the following methods ; — 
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(а) By retarding the rate at which the gas is travelling — for 

example, by passmg it through settlmg chambers of which the 
cross-sectional area is many times that of the fume Such 
settling chambers are used for smelter fume, and it is found 
that the maximum speed at which the fume can travel, and at 
the same time permit settling of the suspended dust particles, 
is about 6 feet per second To deal with a million cubic feet 
of gas per minute, therefore, will involve a settlmg chamber of 
about 3,000 square feet cross-sectional area For copper blast 
furnace fume satisfactory settlmg at 300° C is only obtained 
at a velocity of 3| feet per second 1 It is found that 200-mesh 
dust — % e , ’009 cm diameter — settles at 125 feet, if the velocity 
is not greater than 2J feet per second. These settlmg chambers 
require to be designed and constructed with special baffles 
across the floor and sides, to distribute the flow of the fume 
through them , otherwise the fume flows straight through the 
centre of the chamber with practically undimmished velocity 

Where the gases are very hot as they leave the furnace, the 
velocity can be greatly diminished by cooling them The 
volume, and hence the velocity, of a fume can be reduced to 
about one-fourth of its original value by cooling it from 1,000° C 
to 100° C. This cooling can be brought about either by passmg 
the gas through air-cooled sheet-iron flues, designed to produce 
the maximum amount of cooling by radiation and convection, 
or by spraying water into the fume 

(б) By shortening the vertical path that has to be traversed by 
the particles. In the Howard dust chamber, 2 this is done by 
inserting in the settlmg space a large number of horizontal 
shelves, spaced a few inches apart, one below the other, so that 
the gas passes between them m parallel, the dust being deposited 
upon the upper surfaces of all the shelves simultaneously. In 
tins way the actual distance through which the dust particle 
has to settle is reduced from many feet to a few inches 

(c) By centrifugal action. A fume can be submitted to 
centrifugal force either by causmg it to enter tangentially a 
fixed cylindrical vessel 3 (Fig 23) or by introducing it axially into 
a rapidly i otating cylindrical vessel 4 Assuming that the density 
of the suspended solid or liquid particles is of the order of one 
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hundred times the density of the gas molecules, it would seem that 
the centrifugal force method should offer considerable scope. It 
is found, however, that such methods, although useful for coarse 
dust particles, are of little use for clouds or smokes, owing to the 
frictional resistance of the gas against the particles The 
rotating cylinder is more efficient than the stationary vessel, 
but is much too expensive for dealmg with large volumes of gas 
Another method m which centrifugal force is utilised consists 
m submitting the gas to a sudden change of 
direction when travelling at a considerable 
velocity 5 This method is m use m the form 
of zigzag flues, and m many types of sepa- 
rator, m which a change of direction is 
imparted to the gas current by means of 
baffles In some cases, the gas approaches 
the baffle at a high velocity, so that, as it 
changes its direction at the surface of the 
baffle, the suspended particles are thrown 
against the baffle by centrifugal force and 
caused to impinge upon it 

In the Calder-Fox scrubber, 6 winch is 
largely used for the elimination of sulphuric 
acid mist from concentrator gases, the acid- 
laden gas passes successively through three 
uniformly perforated plates, placed one behind 
the other The diameters of the perforations 
Fia dust~catcher USal m three plates are respectively £, J, and 
j G inch The plates are from 2 inches to 
3 inches apart The number of perforations m each plate is 
so arranged that the gas passes through them with a velocity 
of from 40 to 80 feet per second, according to the concentration 
and the degree of dispersion of the mist 

While actually passing through the perforations, the gas is 
momentarily compressed, so that many of the mist particles 
are forced into contact and may coalesce To some extent, 
the coalescence is inhibited by the presence of absorbed gas 
upon the particles 

As the gas approaches the perforations in the first plate, it 
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necessarily undergoes a sudden change of direction as it 
separates into a number ot small streams The centrifugal 
force that is set up near each perforation flings the acid par- 
ticles against t*he surface of the plate with sufficient force to 
make them coalesce The perforations m the second plate 
are m staggered relation to those m the fiist and thud so 
that the process is repeated as the gas approaches each plate 
m turn 

The principle upon which this and other similar scrubbers — 
e g , Pelouze’s tar eliminator 6 — operate is closely akm to that of 
the Owens jet Their efficiency depends upon the velocity 
with which the gas passes through the perforations 

The Calder-Fox scrubber reduces an acid content of 20 grams 
of real S0 3 per cubic metre to 2 grams per cubic metre, wnth an 
efficiency of from 90 to 97 per cent 

An interesting case of deposition by impact is afforded by the 
Schoop metal spray, m which finely atomised molten metal is 
caused to impinge upon the surface to be coated It is found 
that lead coatings formed m this way become, when treated 
with cold distilled water, disintegrated to form a fine sus- 
pension of metallic lead m the water Microscopical examina- 
tion shows that these minute lead particles are, m nearly every 
case, round discs It would appear that the particles of the 
lead spray were surrounded by a film of adsorbed gas, so that 
the coating formed m this way is not continuous, but consists 
of an accumulation of minute, flat plates of lead, separated from 
one another by films of adsorbed gas 

(d) By loading the particles with water. This is done by 
cooling the gas below the dew-pomt, so that the water vapour 
present m the gas condenses upon the particles Cooling can 
be obtained by passing the hot gases through a sheet-iron flue 
suspended above the ground, so that a maximum surface is 
exposed to the cooling effect of the air The gas also may be 
cooled by causing it to expand adiabatically into a large 
settling chamber, where the deposition of moisture on the 
suspended particles reinforces the increased settlmg efficiency 
that results from the diminished velocity In some cases, 
water is introduced into the fume m a finely atomised con- 
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dition, in quantities sufficient to cool the gas and also to 
moisten the particles 

(e) By contact with solid surfaces. When smokes or dusty 
gases are driven against or along solid or liquid surfaces, the 
particles tend to adhere to the surface, and to unite with one 
another to form coarser aggregates Freudenberg 7 found that 
by suspendmg m the gas a large number of sheet-iron plates 
( 3 L inch thick and 4 to 5 mches apart) (Fig 24) parallel to the 
gas current the suspended matter was deposited upon them up 
to a thickness of about lj inches, and then fell away He found 
that the amount of dust deposited was proportional to the sur- 
face area of the 
plates. Roe- 
sing 8 obtained 
similar results, 
usmg No. 10 
gauge iron wires 
1 inch apart 
(/) By thermal 
precipitation . 71 
An interesting 
form of precipi- 
tation is ob- 
tained when a 
Fig 24 — Freudenberg plates 111 flue, . 

warm, dusty gas 

or smoke comes into contact with a relatively cold surface. If 
tobacco smoke be passed through the annular space between 
two concentric tubes, of which the inner one is steam-heated 
and the outer one air-cooled, it is found that very quickly the 
whole of the suspended matter is deposited upon the surface of 
the cold tube 9 



This principle has been made use of to some extent m remov- 
ing dust from smelter fume 10 In this case, the fume is passed 
over a number of water-cooled tubes, the dust being deposited 
upon the outside of them and scraped off from time to time. A 
similar action is obtained upon the outside surfaces of the econo- 
miser tubes m boiler plants, in which the feed-water, on its way 
to the boiler, passes through the inside of the tubes, the hot 
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waste gases from the furnace, on their way to the stack, passmg 
over the outside of the tubes The whole question of deposition 
upon surfaces, as the result of impact between the dusty gas 
and the surface, necessarily depends very much upon the 
velocity and direction of the gas current, and the form of the 
surface 

(g) By flocculation. Spontaneous flocculation, producing 
coarser fume, only occurs to any marked extent m the case of 
smokes, and is due to the contact of the particles with one 
another, brought about by diffusion, or by the action of elec- 
trical charges of opposite sign on different particles 

Flocculation of smokes is greatly facilitated by agitation 11 
With coarser suspensions frequent contact between the par- 
ticles can only be obtained by agitation, by compression, or by 
contact with solid surfaces A fog is stable m still air, but is 
soon flocculated and deposited by wind. The flocculation of 
many smokes is inhibited by the protective action of films of 
adsorbed gas surrounding the smoke particles This is par- 
ticularly marked m such smokes as the blue zinc oxide smoke 
from a brass foundry, the SnCl 2 smoke from the chlorination of 
tin ores, and the S0 3 smoke or mist from catalyst chambers 12 
In some cases, this adsorbed gas film can be displaced by 
altering the composition of the dispersion medium — for example, 
by introducing steam 

Why does a suspended particle tend to adhere to a solid 
surface with which it is brought into contact ? In many cases, 
it is probably due to the fact that the layer of dusty gas m close 
contact with the surface is travelling very slowly, and the 
particles are arrested and held by the roughness of the surface 
To some extent, also, possibly, gravitational forces, acting under 
these conditions, draw the particles to the surface Where the 
local irregularities of the surface are such as to maintain local 
eddy currents at the surface, these eddy currents will tend to 
deposit dust by centrifugal action In some cases, electrically 
charged smoke particles are attracted to the surface by reason 
of the electric charge induced at the surface When a smoke is 
viewed through an ultramicroscope, particles m the neighbour- 
hood of a wire are seen to change their direction as they come 
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near the wire, and fly to it 13 With certain surfaces an electro- 
static charge can be produced at the surface by the friction of 
the gas passing over it The nature and intensity of this charge 
will depend upon the nature of the surface and the gas. 

(2) Filtration. — Considerable attention has been directed, 
particularly m Germany and the United States of America, to 
the dry filtration of metallurgical smoke Owing to the enor- 
mous volume of smoke to be handled and the low T permeability 
of an effective filtering medium, the filtering area has to be 
very great Large fans are necessary to draw or drive the 
gases through the filters In most cases, also, the filtering 
material is an animal or vegetable fibre, and will char or catch 
fire unless the gases are cooled 

Some of the earliest filters were simply towers filled with dry 
coke They soon became choked and were troublesome to 
clean They have been superseded by bag filters 14 The bags 
are made of wool or cotton, and sometimes asbestos The 
smoke is drawn through the walls of the bag, the dust being 
collected on the surface of the fabric To remove the dust, the 
bags are shaken or beaten periodically, or treated with com- 
pressed air The gases must be cooled below 90° C for cotton, 
and below 120° C for wool , otherwise the bags are charred 
On the other hand, the temperature of the gases must not fall 
below the dew-point of the smoke (50° C ), or the acid will con- 
dense on the fabric and rot it 

Bag filtering is really a special form of separation by surface 
contact. The filter does not behave altogether as a fine sieve, 
for the interstices of the fabric are much larger than the smoke 
particles. The particles are first deposited on the fibres, and 
gradually built up until the bags become choked Wool is 
found to be about 50 per cent more efficient than cotton, 
possibly on account of the scaly surface of its fibres. Also it is 
much more durable, although initially it is considerably more 
expensive Camel’s hair has been used of recent years, and is 
said to be even better than wool From 3 to 4 square feet 
of filtering area are necessary per cubic foot of gas per minute, 

0* 5 square foot if the bags are cleaned mechanically 15 
Fig 25 illustrates a bag filter fitted with a mechanical 
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cleaning device When the filter is m operation, (a), the gases 
are drawn through the bags m the direction shown by the arrows, 
so that the pressure m the bags is below that of the atmosphere. 
When the dust has accumulated to a sufficient extent, the 
damper (g) is thrown over to the position indicated m Fig 25 (b), 
so that the filter is cut off from the fan suction At the 
same time, on account of the reduced pressure m the bags and 
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Fig 25 — Mechanically cleaned bag filter 

container, air is drawn into the container and through the walls 
of the bags (c) In this way the bags become partially collapsed, 
and the dust is dislodged and falls into the hopper The whole 
operation takes but a few seconds 

The danger of rotting the fabric with acid gases is sometimes 
avoided by neutralising the gases with lime or zinc oxide dust 
before being filtered 16 The life of a bag will depend very much 
iinon the kind of dust for which it is used , the sharp dust 
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particles from grinding and buffing shops, for instance, cut the 
bag and quickly wear it out 

Bag filters are generally less expensive than a washing plant 
to construct and maintain They have the additional advantage 
that they collect the material m a dry state Their application 
is limited, however, by the difficulty of obtaining a sufficiently 
resisting fabric. Also the power required to draw such large 
volumes of gases through the bags is very large, particularly 
when the bags become choked with dust Asbestos bags and 
screens are expensive, and become brittle when exposed to hot 
acid gases By means of a bag filtering plant the dust content 
of blast furnace gas at 50° C. can be reduced to from 0*01 to 
0 001 gram per cubic metre 17 Bags last from six to twelve 
months, and the power expended amounts to 1 h p per 10,000 
cubic feet. For ordmary bag filters, without mechanical 
cleaning, 1 h p is consumed per 3,000 cubic feet of fume 

In some blast furnaces, the gases are filtered by passing them 
through filter mattresses, consisting of metal framework packed 
with metallic wool 18 The gas passes m succession through a 
number of such filters, the texture of the filters becoming pro- 
gressively finer the more remote they are from the gas inlet. 
By this means the dust content of blast furnace gas can be 
reduced to 0*5 gram per cubic metre. In some cases dusty gases 
or smokes are filtered through loose granular materials, such 
as sand 19 It has also been proposed to use froths and foams 
m a similar way 

(3) Washing. — Many methods have been devised for removing 
the particles from metallurgical smoke by bringing them into 
contact with water. The smoke is either driven against a 
water surface, bubbled through water with violent agitation, 
drawn or driven through a scrubbing tower against a stream of 
water, or treated with fine water sprays It is difficult to clean 
a gas efficiently with water. This difficulty is reflected m the 
enormous number of processes that have been devised for 
improving gas washing. 

In the first place, it is difficult to make certain that every 
particle of the smoke will come into contact with the water 
Townsend 20 has shown that when an ionised gas is bubbled 
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through water, and then through a drying agent, 20 to 25 per 
cent of its charge is lost, representing the fraction of the gas 
that actually comes into contact with the water 

The efficiency of a washer is improved by increasing the 
intimacy of contact between the smoke and the water This 
can be done — 

(а) By bubbling the smoke through the water. Originally 
the gas was forced through the water by means of pump or 
Archimedean screw. This proved to be inadequate, and the 
gas was finely subdivided by forcing it through superimposed 
fine wire gauze This was still inefficient, and very soon became 
choked Also it involved a disproportionately high power con- 
sumption 

(б) By spraying the water into the smoke. This either cools 
the gas to the dew-pomt, causing condensation of water upon 
the particles, or wets the particles by contact The spray 
particles and dust are finally removed by eliminator plates It 
is difficult m the time and space available to obtain complete 
contact between the water and all the particles of the smoke 

(c) By passing the smoke upwards through an absorption 
tower through coke, gravel, slag wool, coarse sand, asbestos, etc., 
against a descending stream of water. Both smoke and water 
are broken up In this arrangement, there is a contest between 
wettmg efficiency and power consumption 

If the filter is coarse enough to allow the gas to pass freely, 
the dust or smoke is not effectively wetted If the filter is fine 
enough to brmg about intimate contact between the suspended 
particles and the water, the openings soon become clogged and 
require frequent cleaning Even when complete contact is 
possible, it does not necessarily follow that the smoke particles 
will be wetted by the water Generally speaking, wettmg is 
sasier the lower the interfacial tension between the particles 
and the water Possibly, m some cases, soap solutions would 
be more effective than water 

Some smoke particles are extremely difficult to wet 21 The 
blue zinc oxide smoke from a brass foundry, which is generally 
Iiluted with a considerable quantity of air, will pass right 
through an absorption tower packed with wet coke practically 
c s. 10 
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unaffected This is conceivably clue to the presence round each 
particle of an adsorbed film of gas (air) 

The difficulty of wetting smoke particles can be overcome by 
humidifying the hot gases with water sprays or'waste steam to 
such an extent that when they are subsequently cooled (for 
example, by expandmg into a large settlmg chamber, or by 
passmg through a surface condenser) the excess water vapour 
will condense upon the particles and carry them down with it 
In many cases, the amount of water vapour originally present 
in the gas will be sufficient to supersaturate it when it is cooled 
below 50° C 

Sulphur trioxide mist is difficult to catch with water or weak 
acid, but can be caught readily with sulphuric acid The mist 
is more stable and difficult to catch the more quickly the S0 3 
gas has been cooled It is probable that each S0 3 particle is 
protected by an adsorbed gas film. In a mist formed by quick 
cooling, the particles will be smaller, and therefore the gas film 
will be relatively thicker Apparently this gas film is readily 
displaced by H 2 S0 4 , although not by water. 

In addition to the relatively high power consumption re- 
quired for thorough gas washing, the process is often costly and 
troublesome m practice, owing to the acid gases m the fume. 
This necessitates the use of expensive acid-resistmg plant. 

For certam processes m which the volume of gas is relatively 
small, washing processes are economically practicable and are 
well established They are used successfully with coal gas, 
producer gas, and for the small proportion of iron blast furnace 
gas which is used for gas engines. 

Such gas washers are of three types . stationary washers, 
consisting essentially of absorption towers, up which the gas 
passes against a descending stream of water, and slowMnovmg 
and high speed rotary washers. 

Fig, 26 illustrates the construction and action of a slow- 
moving rotary washer, the Bian gas washer. 22 It consists 
essentially of a stationary cylinder (B), 10 feet m diameter, and 
from 10 to 16 feet long, with closed ends and open bottom, 
standing in a trough of water. A horizontal shaft (D) carries 
a number of parallel discs of f-inch mesh wire gauze. These 
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are rotated at from 10 to 12 revolutions per minute, and carry 
a film of water in their meshes The gas — for instance, blast 
furnace gas — enters at *A at about 200° C , and as it passes 
through the first screens it becomes cooled and saturated with 
water vapour Cold water is admitted near the gas outlet (C), 
so that the last screens of the washer are the coldest These 
cool the humid gas still further, and the water vapour condenses 
upon the dust particles and precipitates them The washer 
absorbs about 1 h p. per 10,000 cubic feet of gas per hour, and 
reduces the dust content of blast furnace gas from 10 grams 
per cubic metre to 0 5 gram per cubic metre 



Fig 26 — Bian gas washer 


Fig 27 illustrates a high speed rotary gas washer, the Theisen 
washer 23 It consists of a horizontal drum (D), revolving at 
from 300 to 450 revolutions per mmute, inside a fixed conical 
ca,smg (A). Spiral vanes are attached to the surface of the 
drum, so that the gas follows a spiral path m passing through 
the washer. The inner surface of the casmg (A) is lined with 
fine gauze, through which water, admitted by the ports (F), 
hubbies continually The gas travelling from right to left is 
thus brought into intimate contact with a film of water travel- 
ling in the opposite direction A Theisen washer absorbs 1 5 h.p. 
per 10,000 cubic feet of gas per hour, and reduces the dust 
content to 0-4 gram per cubic metre. 

After passing through Bian or Theisen washers, the dust con- 

10—2 
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tent of the gas can be further reduced to 0 02 gram per cubic 
metre by passing it through a dry filter or scrubber 

Suspended particles are removed from air either by filtration 
through bag filters, or filter chests stuffed with fibres or shavings, 
or by washing with fine water sprays, the fine water droplets 
being removed subsequently by eliminator plates or baffles 

Dry filtration does not remove 



the finer particles efficiently , 
it offers high resistance to the 
passage of large volumes of air, 
and it requires attention and 
cleaning 

In washing processes the air 
becomes saturated with water 
vapour at the temperature of 
the washer, and although the 
washer offers less resistance to 



the passage of the air, and is 
self-cleaning, yet its efficiency 
is impaired by the difficulty 
of obtaining complete contact 
between the suspended particles 
and the water droplets In 
many cases, washing devices 
are unsuccessful because the 
dust is difficult to wet — e g , coal 
dust, graphite dust and soap- 
stone dust 


Fig 27 . — Theisen gas washer (^) Electrostatic Precipitation. 

— As early as 1S24 Hohlfed 24 
suggested that electricity might be used for precipitatmg smoke. 

In 1850 Guitard 25 observed that if a wire connected with an 
electrifying machine were introduced into the neck of a cylinder 
filled with smoke, 4 4 the air would immediately become charged 
with electricity, which would cause each portion of the smoke 
to fly to the sides of the cylinder. The effect produced was per- 
fectly magical It was astounding to see how small a quantity 
of electricity produced a most powerful effect 55 
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In 1883 the matter was investigated more fully by Lodge 26 
He observed that at charges of up to 200 volts the electrifica- 
tion of a rod suspended m a box full of smoke exerted practi- 
cally no effect y When, however, the voltage was mcreased to 
some thousands, and a brush discharge became possible, the 
“ dark coat of dust-free air surroundmg the rod widened enor- 
mously and tumultuously, and the box was rapidly cleared of 
smoke ” 

The following smokes were examined tobacco, camphor, 
turpentine, MgO and NH 4 C1, (NH 4 ) 2 S0 3 , P 2 0 5 , steam, burning 
brown paper, lead fume, zinc fume 

It was found — 

(а) That the smoke particles formed into masses or flakes 
along the lmes of force, and then precipitated on the floor of 
the vessel , 

(б) That positive and negative electricity act similarly ; 

(c) That point electrodes are more effective than knobs , 

(d) That a brush discharge is the most effective. 

In all these experiments, Lodge had to rely for high voltage 
currents upon electrostatic machmes 

In 1886, Lodge, m conjunction with Mr. Walker, of Messrs 
Walker, Park and Company, lead smelters, applied the pro- 
cess to the lead smoke discharged from their works in Bagillt, 
North Wales Electrodes were arranged m the flue along which 
the lead smoke travelled, and were charged from two Wimshurst 
machines, constructed with glass plates 5 feet in diameter and 
driven by an engine of 1 h p The experiment was unsuccessful, 
owing, no doubt, to the available current being much too small 
It was not until the technical development of high voltage 
generators made larger currents possible that the problem was 
successfully solved 

In the meantime, however, the problem was attacked in- 
dependently by various workers m Germany and America 

In 1903, Lodge patented the use of the mercury arc for 
rectifying high voltage alternatmg currents. Apparently this 
device was not actually employed successfully. 

In 1905, E. G. Cottrell 27 m America, whilst studymg the 
removal of the H 2 S0 4 mist which is formed in the contact 
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process, began the experiments which led to the development 
of the Cottrell process of electrostatic precipitation 

The electrostatic precipitation of smoke is possible with either 
alternating or direct current When a smoke is* subjected to a 
high voltage alternating current discharge, the gas is ionised, 
and the smoke particles become electrically charged by the 
adsorption of ions from the gas. Owing to the rapidly alter- 
nating polarity of the particles, they agglomerate to form large 
flakes If the gas is still, or moving very slowly, these flakes 
will settle To obtain effective precipitation with an alter- 
nating current, it is necessary to have the electrodes very close, 
and the gas path long, and the gas velocity low 

In practically all industrial problems, however, we have to 
deal with very large volumes of gas, necessarily travelling at a 
considerable velocity along flues In these circumstances, it is 
found that direct current is vastly more effective, since it drives 
the suspended particles to the surface of the depositing electrode 
When a highly charged wire is fixed opposite to a flat plate 
at some distance from it the intervening air space becomes 
highly charged with electricity of the same sign as the wire, 
whether it be positive or negative The intensity of the 
field between the wire and the plate varies inversely as the 
distance from the wire Of the gas ions or charged particles 
originally present m the air space some will be attracted by the 
wire As they approach the wire their velocity will increase 
rapidly, owing to the increasing strength of the field, and if the 
voltage be high enough, their velocity will be so great that they 
will ionise the intervening gas and the wire itself by the force 
of their collision with the molecules of the gas and the wire 
In general, the wire is negatively charged, so that it is the 
positively charged ions originally present m the gas that pro- 
duce this ionisation by collision. The negative ions so formed 
are repelled from the wire, and travel rapidly towards the plate. 
Any gas molecules or smoke particles present m tins intervening 
space become charged by these ions, and are, therefore, driven 
by electric force towards the plate The suspended particles 
are also driven mechanically by the rush of ions from wire to 
plate. 
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p I0 28 — Sectional elevation of pipe type electrostatic precipitator 
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The essential unit of the Lodge-Cottrell precipitator consists 
of a wire passing down the centre of a long metal pipe (Fig 28) 
The wire is charged negatively, the pipe is earthed, and the gas 
to be treated passes through the pipe It is found that when 
the wire is charged negatively the treater can sustain a higher 
potential gradient without spark discharges and arcing occur- 
ring, so that the capacity of the treater is proportionately 
greater. In practice, pipes up to 36 inches m diameter and 20 
feet long are m use, although, m general, 6 or 9-mch diameter pipes 
are used A number of parallel pipes are arranged vertically, 
and connected by headers, the lower header opening into a 
hopper m which the dust is collected The voltage employed 
varies from 20,000 to 100,000 according to the nature and 
velocity of the fume The potential gradient across the treater 
pipe varies from 4,000 to 5,000 volts per centimetre The 
velocity of the gas varies from 3 to 10 feet per second, and 
averages from 5 to 6 feet per second 

To obtain efficient precipitation, it is necessary to maintain 
unimpaired the conductivity of the collecting electrode and the 
deposit that forms upon it If the collecting electrode becomes 
coated with a deposit of non-conductmg dust, then, instead of 
a point to plate discharge, a series of discharges are obtained 
simultaneously from the central wire and from points upon the 
collecting electrode at which the dust layer is perforated, or is 
sufficiently thin to permit the passage of the current Thus 
the gas adjacent to both electrodes is ionised by the high velocity 
ions associated with these point discharges, and the fume 
particles, instead of being driven steadily from wire to plate, 
are buffeted about by the two streams of ions without being 
precipitated on either electrode 

This is prevented by treating the fume with water vapour, 
or with sulphuric acid mist, before it enters the precipitator, so 
that the deposit is damp and therefore electrically conducting. 

To obtain efficient precipitation and at the same time a 
deposit that is damp enough to conduct well, but dry enough to 
be easily dislodged, the relative humidity of the fume should 
be between 40 and 70 per cent. This is generally attained by 
cooling the gases on their way to the precipitator. When 
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H 2 S0 4 mist is used, the temperature of the gases, and therefore 
the draught, can be much higher, nearly as high as 300° C , the 
boiling point of H 2 S0 4 Efficient precipitation and a dry 
deposit are obtained with an addition of up to 5 per cent 
H 2 S0 4 Larger amounts of H 2 S0 4 give a sticky deposit, which 
is troublesome to remove 

Some fumes — for example, certain metallurgical fumes — 
have too high a conductivity, owing to their high degree of 
ionisation, so that it is practically impossible to maintain a high 
potential gradient across the treater. Such fumes have to be 
partially neutralised before they can be treated. 

It is difficult to construct direct current generators to give 
such high voltage current, chiefly owing to the difficulty of 
securing satisfactory insulation On the other hand, ordinary 
low voltage alternating current (200 to 500 volts) can be satis- 
factorily transformed up to 100,000 volts. This high tension 
alternating current can be rectified to give an intermittent 
direct current 

In practice it is found that when the wire — the discharge 
electrode — is charged negatively the whole arrangement is more 
stable, and can be run at higher voltage without the danger 
of destructive discharge occurring, than if the wire is charged 
positively 

Where a fume contains more than one dispersed constituent, 
differing appreciably from one another m volatility, it is 
possible to precipitate these constituents separately by taking 
advantage of this difference. Thus, when burner gases are treated 
while hot, the more refractory dust particles are precipitated 
If the gases are then cooled, the arsemous oxide, which up to 
then has been present as vapour, condenses to a white cloud, 
which can then be precipitated separately Some smoke 
particles — for instance, ZnO and Sn01 2 — appear to reflect the 
gas ions, and are little affected by the electric field through 
which they pass Such fumes have to be humidified before 
they can be successfully treated 

The behaviour of the deposited dust differs considerably for 
different substances The deposit from blast furnace gas, for 
instance, clings to the electrodes, and is discharged only by 
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vigorous tapping, whereas the dust collected from burner gases 
drops freely from the electrodes of its own accord Liquids dis- 
persed m a gas are successfully treated by this process just as 
much as solids, the process being used extensively for the pre- 
cipitation of sulphuric acid mist from concentrator gases, and also 
for the removal of tar fog and oils from the vapours from wood 
distillation and from producer, coke oven and illuminating gas. 
The process is also m active operation for the cleaning of air 
drawn from” buildings and rooms m which grinding, buffing and 
similar operations are carried on. 

Three types of installation are m general use * the pipe type, 
m which an axial wire forms a discharge electrode m an earthed 
pipe which forms the collecting electrode , the plate type (Pig 29), 
m which a star section rod forms the discharge electrode, and 
parallel earthed plates constitute the collecting electrode (this 
type, constructed of iron and heavily coated with lead, is used 
for the precipitation of sulphuric acid mist) , the grid type, m 
which a metal grid, set transversely to the fume, forms the dis- 
charge electrode, the dust being deposited upon baffles placed 
parallel to the discharge electrodes and alternately with them 
along the flue 

During the last twenty years the Lodge-Cottrell process has 
been applied to a variety of mdustnal smokes and fumes. The 
earliest experiments were carried out with contact gases from a 
Mannheim sulphuric acid plant It was found that with a 
voltage of 6,600, and a power consumption of 1/6 kw , it was 
possible to obtain 100 per cent efficiency {% e , precipitation of 
all the suspended sulphuric acid mist) if the gases were passing 
at the rate of 100 to 200 cubic. feet per minute. 

At the Balaklala Smelter m America from quarter to half a 
million cubic feet of fume containing copper and zinc travels 
per minute through a flue 18 feet by 20 feet, with a linear 
velocity of from 10 feet to 20 feet per second This fume is 
treated with a battery of nine precipitators. The voltage 
varies from 25,000 to 30,000. The discharge electrodes are 
made by inserting asbestos or mica strips between two iron 
wires and then twisting them all together. In this way a 
large and uniform distribution of point discharges is obtained. 
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From 6 to 8 tons of dust are precipitated per twenty-four 
hours, the precipitating efficiency being from 80 per cent, to 
90 per cent The total power consumption is at the rate of 
120 kw. The temperature of the gases varies from 100° 0 to 
150° C. 

Where the precipitated fume particles are liquid — e g , sul- 
phuric acid — the condensing electrodes are sometimes made of 


F/ue fro/n Ga/I/src! ? 



Flo. 29 — Section, m plan, of plate type electrostatic precipitator for precipi- 
tating sulphuric acid mist, showing arrangement of electrodes 


wood staves, or of pipes of vitrified terra cotta These latter 
have been used up to diameters of 2 feet. 

The Lodge-Cottrell process has been used in this country, as 
well as in America, for the precipitation of sulphuric acid mist, 
and for cleaning blast furnace gas For the former purpose 
both discharge electrodes and condensing electrodes are con- 
structed of lead — generally m the form of points and plates 
respectively. In a recent plant, 25 tons of 40° Be acid are 
produced per day from 30,000 cubic feet of gases per minute at 
a temperature of 180° F. Electrostatic precipitation is also 
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used to remove dust from the gases entering the catalyst 
chambers of contact plants 

The process has been used for the fractional precipita- 
tion of the constituents of a smoke Thus, if a dusty arsenic 
smoke is treated at a temperature above the condensing 
point of the As 2 0 3 , the dust only is precipitated On cool- 
ing the smoke the As 2 0 3 is condensed, and can be precipitated 
separately. 

Chlorine -bearing gases from bleach chambers have been 
treated with Ca(OH) 2 dust, the finely divided bleaching powder 
formed being precipitated electrostatically 

Condensed milk or other solutions or emulsions can be 
atomised into warm, dry air, and the fine powder produced by 
their evaporation precipitated electrostatically 

The metal m low grade oxidised ores is volatilised as chloride. 
The chloride smoke is recovered by electrostatic precipitation 

Phosphate rock is heated with coke and silica m an electric 
furnace The P 2 0 5 is volatilised and precipitated electrostatically 
as H 3 P0 4 . 

The nitric acid cloud formed m the nitrous gases from the 
Haber process is precipitated electrostatically 

Lampblack is manufactured by burning hydrocarbons m a 
limited supply of oxygen, the smoke being collected in settling 
chambers The best product, carbon black, is manufactured 
in America by the partial combustion of natural, gas Irvmc 28 
has shown that the smoke produced by burning coal or oil con- 
sists of carbon particles, each surrounded by a film of oil A 
gas smoke carbon particle is surrounded by a water film The 
finest quality black is formed by condensing the smoke at 
temperatures above the dew-point of the oil or water In 
modern plants, the smoke is precipitated electrostatically at a 
temperature of 250° to 300° 0 

Electrostatic precipitation provides the most satisfactory 
method of air purification, for it not only precipitates bacteria, 
but actually led Is them 

Until the introduction of electrostatic precipitation the 
industrial treatment of fumes and dusty gases was restricted to 
purely empirical methods. During the war many systematic 
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investigations were made into the characteristic properties and 
into the conditions of stability of the various disperse systems 
m gases that were employed m chemical warfare It is sug- 
gested that the* knowledge and experience obtained then might 
usefully be applied to the study of those industrial smokes and 
fumes the successful treatment of which is a matter of such 
wide industrial importance Such research work should seek 
to determine — 

(а) The physical properties of such disperse systems, the 
concentration of the disperse phase, the degree of dispersion, 
the motion and diffusion of the particles , 

(б) The factors that cause and destioy the stability of the 
system , 

(c) The methods that can be adopted for flocculating smokes 
into coarse clouds or dusts , 

(d) The industrial possibility of such processes as thermal 
precipitation and directed impact 
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CHAPTER VIII 


DUST EXPLOSIONS 

Explosive Combustion 

When any substance burns m air, the rate of combustion 
depends, ccetens panbus , upon the surface area that is freely 
exposed by the substance to the air There is no comparison, 
for example, between the rate of combustion of a block of wood 
and that of the same weight of wood shavings An equal weight 
of sawdust would burn even more rapidly provided that all the 
particles had free access to the air throughout the combustion 
process, and at the same time were near enough to one another 
to communicate ignition to each other 

The maximum possible surface of contact between a com- 
bustible and air is attained when a combustible gas is mixed 
with air. In such a mixture, provided that the gas and air are 
mixed m suitable proportions — approximately their combining 
proportions — combustion spreads through the mass with such 
velocity as to cause an explosion. 1 The combustion of such a 
gas-air mixture takes place in at least two stages ignition and 
propagation To ignite the mixture, it is necessary to raise its 
temperature sufficiently at some point for combustion to take 
place. The heat produced by this combustion, except for any 
that is lost by radiation, will raise the temperature of the 
adjacent layer of unburnt gas If the amount of heat be suffi- 
cient to raise the temperature of this unburnt gas to the ignition 
point, the gas will burn, and, in its turn, will ignite the next layer 
of unburnt gas In this way a wave of ignition will spread 
through the gas, to be followed by a wave of combustion — that 
is to say, a flame. In a suitable gas mixture the flame velocity 
will easily exceed 2,000 feet per second. 

Where combustion occurs, the gas in the immediate locality 
will be suddenly expanded, owing to the rise of temperature, so 
that a wave of pressure travelling with the velocity of sound will 
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overtake the wave of combustion The effect of the compression 
wave under certain conditions is to compress the gas imme- 
diately m front of it, and so to raise its temperature If the 
amount of this compression is sufficient to raise the temperature 
to the ignition point, combustion occurs with very much greater 
velocity and violence, producing detonation 

Anything which lowers the rate of combustion of the gas — for 
example, a reduction of pressure, or dilution with an inert gas — 
or anything which may absorb any of the heat of combustion — 
for instance, inert gases, water vapour, inert dust or an excess 
of either reacting gas — will dimmish the heating effect of the 
primary ignition, and may make it impossible to raise the 
temperature of the adjacent unburnt gas to the ignition point 
Combustion will not then spread through the gas 

To obtain explosive combustion of a gas mixture, therefore, 
it is necessary to have (a) a sufficient proportion of inflammable 
gas, and ( b ) an adequate means of ignition The most explosive 
mixture is that which consists of the pure gas and oxygen m 
their combining proportions The mixture becomes less 
explosive as the proportion of either constituent is increased, 
until, beyond an upper and lower limit of concentration of the 
inflammable gas, the mixture ceases to be explosively inflam- 
mable The propagation of combustion through the gas 
mixture can be arrested also by diluting the gas with an inert 
gas or with inert dust, with liquid water — e g , fog — or by 
surrounding the source of ignition with a mass of metal able 
to absorb the heat of combustion sufficiently to prevent the 
spread of ignition, as m the Davy safety lamp 

In a mixture of gas and air, the molecules of each constituent 
are not only intimately mixed, but are m rapid and ceaseless 
thermodynamic motion, each molecule colliding with its neigh- 
bours many thousand million times per second This intimate 
dynamic contact probably plays an important part m facilitat- 
ing the propagation of ignition through the gas mixture 

Dust Explosions 

The particles of a dust cloud, although many million times 
larger than molecules, are yet very small Dust particles that 
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float m the air for any length of time cannot be much larger 
than 10 ~ 3 cm diameter Such particles, however, are too large 
to respond to molecular bombardment by the air at ordinary 
pressures — that is, they do not exhibit Brownian motion They 
simply drift m the air m response to convection currents and 
draughts In practically all dust clouds, however, there is a 
proportion of finer dust particles that are m active Brownian 
motion They are, therefore, less than 10“ 5 cm m diameter 
It is reasonable to expect that these particles would facilitate 
the propagation of ignition, and so help to promote explosive 
combustion 

A dust-air mixture, therefore, differs essentially from a gas- 
air mixture m the degree of intimacy of contact between the 
two constituents, regarded both statically and dynamically 
The specific surface of the dust, however, is still enormous when 
compared with the same substance m massive form, and, under 
suitable conditions of concentration, it can, when ignited, burn 
with explosive violence One hundred grams of starch dust, 
distributed in a cubic metre of air, constitute a very explosive 
mixture If we assume the dust particles to be spherical, and 
of an average diameter of 10“ 3 cm , there will be about 100,000 
particles per cubic centimetre of air The particles will be 
about 0-02 cm apart, and the total surface area of 100 grams of 
dust will exceed 30 square metres A small proportion of finer 
dust particles of, say, 10“ 5 cm diameter, would effectively 
occupy the intervening spaces, and, by their ceaseless agitation, 
would form a connecting link between the coarser particles. 
In much the same way, a small amount of inflammable gas would 
serve to communicate ignition from one particle to another. 

In such a system, the possibility of ignition would be deter- 
mined, m the first place, by the ease of oxidation of the particles 
themselves. Tins is indicated by the relative temperature at 
which the dust particles ignite In a dust cloud, the ignition 
of the particles may he facilitated by the presence of a film of 
adsorbed oxygen upon the surface of the particles 

It has also been suggested that certain forms of inert dust, 
suspended m inflammable gas mixtures, may catalyse the com- 
bustion of the mixture by adsorbing one or both of they eon- 
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stituents, s and so produce a greatly increased local concentra- 
tion It is probable that m a number of instances of so-called 
photochemical reactions between two gases — e g , S0 2 and H 2 S — 
the action of tile light rays is to form nuclei m the gas mixture 
which then catalyse the reaction between the two gases by 
adsorbing one or both of them 

The propagation of ignition through the dust cloud will be 
determined by the quantity and intensity of the heat given out 
by the lgmted particles after allowing for loss by radiation and 
by the absorption of heat by inert gas or inert dust — that is to 
say, it will be determined by the rate of combustion of the 
inflammable dust and the specific heat and thermal conduc- 
tivity of the dust cloud The rate of combustion of each 
individual particle clearly depends upon the area of contact 
between it and the oxygen the smaller the particle, the larger 
will be its specific surface, and the more rapidly will it burn 
Also, the higher the partial pressure of oxygen, the more rapidly 
will combustion proceed Some of the heat of combustion may 
be absorbed by liquid water on the dust particles, or, to a less 
extent, by water vapour in the gas, by inert gas or by inert dust. 
The presence of incombustible matter — ash — m the combustible 
dust itself will retard the combustion of the combustible part 
of the dust by diluting it, and will also absorb some of the heat 
of combustion Heat may also be lost by radiation from the 
incandescent particles, whether combustible or incombustible 
The amount of heat lost by radiation m this way will depend 
upon the surface area of the particles, and upon the radiating 
efficiency of the substances of which they consist 

If the heat of combustion is generated at a sufficient rate, so 
that, after all losses by absorption and radiation have been 
incurred, it is still sufficient to raise the temperature of the 
adjacent unburnt gas to the ignition point, combustion will 
spread The velocity of propagation will depend upon the 
distance between the particles , it is necessarily lower m a dust 
cloud than m a gas mixture, for {a) the dust particles take 
longer to ignite and to burn than the gas molecules, and (6) 
they are further apart, and not undergoing frequent collision. 
The velocity of propagation can conceivably be accelerated by 
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the presence of (1) inflammable gas, or (2) very fine dust par- 
ticles m active Brownian motion. 

Experimental Results. — In 1911, R V Wheeler 2 conducted 
a valuable series of experiments on sixty-six different samples 
of dust, collected from factories that would come under the 
jurisdiction of the Factories and Workshops Acts Wheeler 
investigated — 

(a) The relative temperatures at which the various dusts 
could be ignited freely, thus discriminating between harmless 
and dangerous dusts , 

(i b ) The lowest temperature at which ignition could be effected, 
from which the possibility of ignition by such common causes 
as electric sparks, a match flame, heated metal, etc., could be 
inferred 

The relative temperature of free ignition was determined by 
passing the dust over platinum heated electrically and observ- 
ing the temperature at which combustion occurred. 

The lowest temperature at which ignition could occur was 
determined by passing the dust through a small, electrically 
heated glass tube containing a copper spiral, and observing the 
lowest temperature at which ignition of the dust occurred 

As a result of these tests, he arranged the various dusts in 
three classes, as follows — 

Class I 


Dust 

(«) 1 
Relative Tempeia , 
ture of Ignition, 
Deg C 

0) 

Lowest Ignition 
Temperatuie, 
Deg C. 

Sugar . 

805 

540 

Dextrine 

940 

540 

Starch 

1,035 

040 

Cocoa . 

970 

620 

Rice, meal and cake refuse 

970 

630 

Cork 

1,000 

630 

Soya bean (unextracted) 

975 

630 

Wood flour . 

985 

610 

Malt . 

990 

600 

Oat husk 

990 

620 

Grain (flour mill) . 

995 

630 

Maize 

1,010 

645 
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Class I.— 

■continued. 


Dust 

w 

Relative Tempera- 
ture o f Ignition, 
Deg C 

(b) 

Lowest Ignition 
Temperature, 
Deg C 

Tea 

1,010 

640 

Compound cake 

955 

620 

Gram (storage) 

1,050 

630 

Rape seed 

1,050 

650 

Cornflour 

1,060 

620 

Flour (flour mill) 

1 060 

650 

Chicory 

| 1,070 

660 

Briquette 

1,090 

800 

Gramophone record 

1,100 

750 

Soya bean (extracted) 

1,140 

630 


These dusts ignite and propagate flame readily The source 
of heat required for ignition is comparatively small — for 
example, a match flame. The dusts are arranged roughly m 
the order of their inflammability The most dangerous are 
sugar, dextrine, starch and cocoa, particularly sugar Sugar 
ignites when projected as a cloud agamst a surface heated to 
below red heat, and when ignition has taken place, the flame 
travels through the dust cloud with great rapidity 

Class II 


Dust 

(a) 

Relative Tempera- 
ture of Ignition, 
Deg 0 

(b) 

Lowest Ignition 
Temperature, 
Deg C 

Copal gum 

1,010 

750 

Leather 

1,050 

740 

“ Dead ” cork 

1,100 

740 

Cocoanut oil milling 

— 

640 

Rice milling 

— 

630 

Sawdust 

970 

635 

Castor oil meal 

1,100 

655 

Oilcake 

945 

660 

Offal grinding (bran) 

980 

640 

Grist milling 

— 

600 

Horn meal 

— 

670 

Mustard 

1,050 

680 

Shoddy 

— 

690 

rroA 

Shellac composition 

— 

7o0 
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The.se dusts are readily ignited, but, for the propagation of 
flame, they require a source of heat, either of large size and high 
temperature — e g , an electric arc — or of long duration — e g , a 
Bunsen burner 


Glass III 


Dust 

(a) 

Relative Tempera* 

1 tine of Ignition, 
Deg C 

(b) 

Lovest Ignition 
Temperatm e. 
Deg 0 

Organic ammonia 


690 

Tobacco 

— 

680 

Spice milling 

— 

1 680 

Bone meal 

— 

700 

Coal (foundry blacking) 

— 

830 

Lampblack 

— 



Sack cleaning 

— 

— 

Retort carbon 

, — 



Rape seed (Russian) 

1 — 

640 

Blacking 

l — 



Drug grinding 

— ~ 

690 

Cotton seed 

— 



Charcoal 

— 

760 

Foundry blacking 

— 

810 

Brush carbon 

— 

— 

Stale coke 





Plumbago 

— 



Bone charcoal 

— 



Mineral and ivory black 

I ~~ 

* ~ 


These dusts do not appear to be capable of propagating (lame 
under ordinary factory conditions, either (a) because they do 
not readily form a cloud in air, or (b) because they contain a 
large quantity of incombustible matter, or (c) because the 
material of which they are composed does not burn rapidly 
enough Of these dusts the first ten are all inflammable, but 
the samples tested were not capable of propagating flame It 
is possible, however, that other samples of the same materials, 
containing less incombustible matter, or m a finer state of 
division, might be capable of propagating flame 
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It is found experimentally that for a given dust-air mixture 
there is an optimum concentration of dust at which the com- 
bustion is most rapid and complete — that is to say, most 
explosive As 9 m a gas-air mixture, this composition corre- 
sponds approximately to the combining proportions of the dust 
and the oxygen m the air, although it is modified considerably 
according to the fineness of the dust and the amount of incom- 
bustible material present m it 123 grams of coal dust per 
cubic metre, and 220 grams of starch dust per cubic metre, are 
found to give a maximum explosion Generally speaking, the 
finer the dust and the purer the substance, the more closely it 
approximates m behaviour to a gas 

In dusts such as coal dust, the optimum concentration is also 
found to depend to some extent upon the nature of the coal — 
its content of volatile matter and ash It has been suggested 
that the explosive character of coal dust is to be attributed to 
the rapid production of inflammable gas by the heated dust 
There is no doubt that the presence of even small amounts of 
inflammable gas greatly facilitates the explosion of coal or other 
inflammable dusts, but there is no reason to suppose that the 
presence of inflammable gas is necessary to produce a dust 
explosion Many dusts are explosive which, when heated well 
above the ignition temperature, do not give off any inflammable 
gas — for example, aluminium, starch The explosion of a 
dust-an mixture is evidently initiated and maintained by the 
direct combustion of the dust itself Its violence is directly 
due to the high velocity of combustion, consequent upon the 
very large specific surface of the dispersed combustible 

Concentration of Dust. — As the concentration of dust departs 
from the optimum concentration the mixture becomes less 
inflammable. The relation between the concentration of dust 
in grams per litre and the pressure developed by the combustion 
of the corresponding cloud is shown m Table XII. 3 The 
inflammability of the dust cloud, as measured by the pressure 
generated by its combustion, diminishes as the concentration 
of dust is increased or decreased beyond the optimum value 
Beyond a lower and an upper limit of concentration the dust 
cloud is no longer inflammable. 
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Table XII 

Relation between Concentration of Lycopodium Dust and 


Inflammability of Cloud 


Concentration of Oust, 
gm^ per 100 c c 

— • — _ — 

Pressure, 
lbs per sq m 

02 

33 

0-3 

52 

0*5 

60 

1*0 

33 

1*5 

19 

3*5 

9 

5 0 

7 


The minimum concentration at which coal dust becomes 
explosive is from 23 to 40 grams per cubic metre, according to 
the nature of the coal A bituminous coal is generally more 
easily ignited than anthracite. A coal of high ash content is 
less easily ignited than one with little ash Some dusts — for 
example, certain kinds of starch — are more readily ignited than 
coal dust, and produce a more violent explosion. The relative 
inflammability of a number of dusts, as indicated by the 
pressure produced by their combustion, is given in Table XIII 
It is found that a cloud of flour dust ignites and burns very 
similarly to coal dust. Starch dust burns with twice as high a 
flame velocity as coal dust, and generates from eight to ten 
times as much pressure 

Table XIII 



Pressure 


Pleasure 

Dust 

generated, 

Bust 

generated. 


lbs /sq m 


lbs /sq m 

Lycopodium 

17*5 

Pittsburgh standard 


Dextrine 

HO 

coal 

10*1 

Wheat starch 

14-0 

Cocoa 

!H 

Tan bark dust 

13 3 

Sulphur flour 

; 8-8 

Wood dust 

128 

Rice bran dust 

8-7 

Wheat dust 

12-6 

Ground cork dust 

| 7-4 

Wheat elevator 

12-5 

Powdered milk 

7-1 

Sugar 

12-2 

Charcoal . 

3-6 

Linseed meal 

11-7 

Flax dust 

3-2 

Fertiliser dust (grind- 




ing dry tankage) . 

10 5 
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Fineness of Dust. — It has been shown experimentally that the 
inflammability of a given dust increases with its fineness This 
is illustrated m Table XIV , m which various samples of dust, 
separated into* fractions of different degrees of fineness, are 
compared It will be noticed that m practically every 
case the finer dust is more inflammable than the coarser dust, 
although the difference is hardly as great as might be 
expected The order of inflammability of the coarser fractions 
of the six dusts examined is very different from that of the 
finer fractions 


Table XIV 


Bust 

Pressure, lbs per sq m 

Maximum Size 
Particles 

02 

025 

03 

04 

05 

06 

11 mm 

Wood dust 

18 3 


18 1 


15 5 


10 6 

Oat and corn 

15 7 

— 

— 

14 2 

— 

— 

8*7 

Potato starch 

14 5 

— 

14 0 

— 

12 8 1 

— 

111 

Pittsburgh coal 

— 

— 

12 5 

— 

10 3 

— 

39 

Wheat flour 

— 

14*9 

— 

13 9 

— 

12 5 

9*6 

Cocoa 

— 

— 

7*3 

11 3 

— 

10 7 

10 2 


It is probable that the shape of the particles is also an 
important factor m determining the amount of surface exposed 
to the air by a given weight of the dust, and hence its 
inflammability. 

Effect of Ash. — In Table XV , the retarding influence of the 
incombustible portion of the dust is illustrated with various 
samples of rice dust Although, for a given dust, an increase 
m the percentage of incombustible matter reduces the inflam- 
mability, yet the percentage of ash that can be present m an 
explosive dust varies within very wide limits Thus rice dust 
may contam 57 per cent of ash and still be inflammable, while 
carbon dust may contam only 4 per cent of ash and be mcapable 
of ignition 
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Table XV 


Effect of Ash on Inflammability of Mice Dusts 


Dust 


Kiv plosion 
Pi assure, 
lbs /S({ in 


Ash, 
pel cent. 


Rice polish dust from polisher 

Rice polish dust from collector 

10-1 

8 0(3 

around polisher 

9-3 

7 05 

Rice bran dust 

8*7 

21*49 

Rice dust from cleaning 

7-9 

29 33 

Rice dust i 

7 1 

35*52 

Rice dust from shaker 

Rice dust from bins above cyclone 

4 8 

53 40 

from receiving aspirator 

4 8 

50*77 

Rice dust from clippers 

Cyclone dust from rough rice re- 

3-9 

50 40 

ceiving aspirator 

j 

0-0 

47 (36 


Volatile Matter. — During the temperature rise that precedes 
ignition any constituent ol the dust that is volatile at tempera- 
tures below the ignition point will be set free, the more readily 
the finer the dust If the dust is damp, this volatile matter will 
not be evolved until the water has been driven off The 
volatile matter may be inflammable — coal dust — or it may be 
non-inflammable — starch or cellulose. With coal dust it is 
generally agreed that the liberation of inflammable gas and 
vapours from the dust may lower the ignition temperature, and 
facilitate the explosion of the dust 

The formation of inflammable vapour or gas from the dust is 
clearly not essential to the propagation ol a dust explosion, 
since starch and cellulose explode very readily, and even finely 
divided metal dusts, such as aluminium, have been known to 
explode violently 

Moisture. — Moist dust has a higher ignition temperature than 
the same dust when dried Tins is because some of the heat of 
ignition is absorbed by the evaporation of the water. The 
extent to which the ignition point is raised by the moisture 
differs with different substances It is impossible, by adding 
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moisture, to render coal dust absolutely and theoretically in- 
combustible, since it would require six or seven times its weight 
of water Potato starch dust, after drying at 100° C , will explode 
violently, but is quite incombustible if it contains 10 per cent of 
moisture On the other hand, wheat smut dust, containing 35 
per cent moisture, has been ignited easily Generally speaking, 
if a dust is not too wet to form a cloud m the air, it is not too 
wet to explode, provided the concentration is high enough 
Ignition. — From a practical standpoint, the possibility of the 
ignition of the dust is perhaps the most important The 
temperature of ignition of a given dust cloud varies according 
to the character of the source of ignition Some dust clouds 
require a large source of heat of some duration— for example, a 
gas flame Others are easily combustible, and can be ignited 
by an electric spark The inflammability of a given dust cloud 
is greatly modified according to the temperature of the source 
of ignition In Table XVI the pressure developed by the 
combustion of different kinds of dust is compared for different 
ignition temperatures It will be noticed that the order of 
inflammability of the dusts m the first column differs very 
markedly from the order m the second column 


Table XVI 

Effect of Ignition Temperatures on Inflammability 

! Pressuie, lb* per sq m 


Dust 

Ignition 
Temperatuie, 
1200 2 C 

Ignition 
Tempeiature, 
S0Q J C 

Stinking smut of wheat 

21 4 

0 6 

White dextrine ! 

15 5 

7 6 

Canary dextrine ; 

14-9 

7*9 

Wheat starch 

14 1 

8*5 

Corn starch 

12 6 

6*7 

Sugar, lump pulverised to pass 

13-0 

rr e ? 

200-mesh 

7*5 

Dark canary dextrine 

15*1 

7*3 

Potato flour 

10 4 

6*2 

Rice starch 

12*3 

5*3 
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Ignition tests with an are lamp, an oil lamp and a candle 
flame, carried out with various dusts, show a wide variation m 
the ease of ignition and the violence of the resulting explosion 
A sample of rice dust that is easily exploded by 'a candle flame 
could not be ignited by an electric arc A coal dust that 
ignited weakly with an arc exploded violently with a candle 
flame Flour exploded readily with each source of ignition 
Corn elevator dust that was not ignited by an arc or candle 
flame could burn round the flame of the oil lamp, but combus- 
tion was not propagated In the classification on p 166, the 
lowest temperatures are given at which various dust clouds will 
ignite when allowed to fall through a small porcelain tube 
heated to a definite temperature, and containing a roll of 
copper gauze In this case, propagation is facilitated, since 
the whole of the cloud is heated Higher ignition temperatures 
will be required to ignite such dusts at a single point 

Effect of Inert Dust. — An explosion of a dust cloud can bd 
restrained, or entirely prevented, by mixing with it a suitable 
proportion of inert dust, such as shale or limestone Starch 
dust, for example, is easily exploded by a candle flame or arc, 
but a dust mixture of 30 per cent, starch and 70 per cent shale 
cannot be ignited by either. Similarly, a mixture of 40 per 
cent flour and 60 per cent, shale dust cannot be exploded by 
an arc. A dust cloud consisting of 40 per cent sulphur and 
60 per cent, shale can be exploded easily by a candle flame, but 
30 per cent sulphur mixed with 70 per cent shale dust cannot 
A mixture of 50 per cent flour dust with 50 per cent shale dust 
can be exploded by a candle flame, but is not ignited by an arc 
Fine shale and limestone dust are used m coal mines to check 
the propagation of a coal dust explosion The dust is contained 
on shelves or m boxes that are suspended from the roof of the 
mine galleries at various points, high enough to be clear of 
traffic They are tripped by the advancing explosion wave, 
and discharge the dust into the air beneath, thus diluting the 
coal dust that is present in the air, and effectively checking 
further propagation of the explosion. 

Flame Velocity. — The maximum velocity of flame propaga- 
tion that has been observed during experiments with gas 
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mixtures ranges from 5,000 feet per second for a mixture of 
carbon monoxide and oxygen to 9,000 feet per second for a 
mixture of hydrogen and oxygen During experiments with 
coal dusts at different times flame velocities of over 3,000 feet 
per second have been observed, while m certain tests there 
were indications that the velocity exceeded 6,000 feet per second 
The flame velocity is increased by increasing the fineness of the 
dust, or by mixing a small amount of inflammable gas with the 
dust, and is higher and more dry the more free the dust is from 
ash and moisture 

Explosion Pressures. — Experiments made with coal, flour, 
starch, etc , indicate that the pressures that are developed when 
these dusts are exploded are of the same order as those developed 
m gas explosions In large scale experiments with coal dusts, 
pressures have been obtained as high as 270 lbs per square 
inch 

When starch and other factory dusts, that are more inflam- 
mable than coal dust, are exploded m a closed gallery or tunnel, 
they are found to burn with as much as twice the velocity of 
coal dust, and may produce eight or ten times as much pressure 
In an actual factory explosion, these maximum values of flame 
velocity and pressure are never approached, for factory build- 
ings are not constructed to withstand explosions, and collapse 
long before the pressure has risen to these values 

The Practical Problem 

There is only one way by which dust explosions m a factory 
can be absolutely avoided, and that is by removing the dust as 
soon as it is formed In a modem factory, all grinding and 
disintegrating appliances are, wherever possible, enclosed m 
casings The dusty air inside these casings is drawn away by 
suction, and passed through an air filter of the bag or other 
suitable type In this way the dust is recovered, effecting an 
economy m proportion to its value, the factory air is kept clean, 
and the physiological and explosion hazards are eliminated. 
When installing such a dust removal system, it is necessary to 
place the fan on the exhaust side of the air filter, so that only 
dust-free am conies into contact with it. Explosions have 
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occurred m dust-extracting systems, owing to spark formation 
m the fan itself, through pieces of metal or other foreign 
material striking the fan blades 

In many factories, much can be done to reduce the risk of 
explosion by diluting the air m the neighbourhood of the 
machines with flue gas This also involves the necessity for 
enclosing the machines, but where the dust is not valuable and 
where the introduction of a dust-extraction system would be 
difficult and costly, dilution with flue gas has certain advantages 

These methods, however, are of only limited application, and 
there still remains a variety of plants and processes and machines 
m which other methods must be adopted The risk of explosion 
will depend upon the possibility of forming an explosive mixture, 
and the occurrence of a suitable means of ignition Adequate 
ventilation may do much to check the concentration of dust m 
the air beyond a safe limit, but there are always places where 
the air is relatively stagnant, and where dust can accumulate 
It frequently happens that dust accumulates on roof beams and 
girders, from which it may become dislodged, to form an 
explosive cloud m the air beneath Similarly, dust that has 
accumulated on the floor may be stirred up by the breaking of 
a belt A disastrous explosion in Liverpool m 1911 4 was 
attributed to the blowing of an uncovered fuse on a temporary 
switchboard at the very moment when a large belt broke, and 
stirred up a dense cloud of accumulated dust The accumu- 
lation of dust on w T alls, windows, floors and roof should be 
prevented by frequent sweeping, or, better still, by suction 
cleaning 

There are many possible sources of ignition m a factory. 
There is always the possibility of criminal carelessness on the 
part of employees and staff through smoking and the use of 
matches and other forms of open flames or lights Such 
practices should be rigidly prohibited in any factory m which 
explosive dust is produced In most modern factories, electric 
light and power are used, and although this eliminates the 
danger from gas flames and oil lamps, it introduces the possi- 
bility of ignition by electric sparks. Such a spark may be 
formed at the brush of a motor, or by the blowing of a fuse or 
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the breaking of a switch or cut-out, by short-circuiting or by 
the breaking of an electric light bulb 

Dust may be directly heated to its ignition temperature by 
settling on an electric light bulb, or on a hot metal surface, 
heated, for example, by friction Instances of the latter have 
occurred frequently m gram elevators m America, where the 
elevator has become choked at the top, and the pulley, rotating 
m the mass of gram, has generated sufficient heat to lgmte it 
This danger has been eliminated largely by the introduction of 
a non-chokable elevator head 

Sparks may be formed m grinding machines and disintegrators 
by nails and bolts and other foreign matter getting into the 
machine along with the material to be ground. This accidental 
intrusion of foreign matter can be prevented by installing 
pneumatic or magnetic separators 

In dry climates — for example, certain parts of America and 
Australia — lgmtion has been traced to electric sparks that 
result from the generation of static electricity by the friction 
between belts and pulleys, 5 and between grinding machines and 
the dry material that is being ground. This has been shown to 
be a common cause of fires and explosions in cotton gms and 
m gram-threshmg machines It is said that, m certain parts of 
America at threshmg time, the relative humidity of the atmo- 
sphere falls as low as 10 per cent. In this country, owmg to the 
much greater atmospheric humidity that ordinarily prevails, the 
danger from the accumulation of static electricity would appear 
to be much less. This possible source of ignition is satisfactorily 
eliminated in practice either by humidifying the atmosphere 
m the neighbourhood of the machmes, so that the frictional 
electricity leaks away instead of accumulating, or, better still, 
by introducing earthed collectors to remove the electricity 
from the belts and machinery as it forms. 

Coal Dust Explosions. — A considerable amount of work has 
been done m this country, and also abroad, on the causes and 
mechanism of dust explosions in coal mines In this country 
during the last twelve years the subject has been investigated 
experimentally at Altofts, m Yorkshire, by the Mme-owners 
Association, and at Eskmeals, m Cumberland, by a committee 
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of experts appointed in 1911 by the Home Secretary Begin- 
ning m 1907, valuable work has been carried out at Lievin, m 
France, under the direction of a committee appointed by the 
French Government In 1907, also, the Technological Branch 
of the Umted States Geological Survey commenced the in- 
vestigation of explosions m coal mines An experimental 
station was established at Pittsburgh In 1910, this division 
became a separate bureau, the United States Bureau of Mmes 

As a result of these investigations, it has been shown 6 that — 

(a) 0-2 oz per cubic foot of am (1 lb of dust per linear foot of 
an ordinary mine gangway) will propagate an explosion 

(b) Blasting a single hole, using a long flame explosive (black 
powder or dynamite), may cause the ignition of the dust cloud. 

(c) Dust-laden air will explode whether it be quiescent or 
moving to or from the source of ignition. 

(d) The air may be saturated with moisture, but the dust will 
explode, provided enough dust be present 

(e) The force of a coal dust explosion usually increases in 
violence as it is propagated through a mine working, and may 
reach its maximum after travelling from 500 to 800 feet from 
the place of origin. 

(/) Pressures as high as 120 lbs. per square inch have been 
measured at right-angles to the direction of propagation, the 
pressure xn the line of advance, doubtless, being much greater. 

It was found that the propagation of an explosion could be 
effectively arrested by the introduction of rock-dust barriers 7 
which are tripped mechanically by the advancing force wave, 
and discharge from three to four tons of stone dust in a dense 
cloud m front of the advancing explosion wave This dust 
dilutes the coal dust m the air of the gangway, and prevents the 
propagation of the explosion. 
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METEOROLOGY 

The earth’s atmosphere consists of two distinct layers The 
lower extends from the surface of the earth to an altitude of 
about 10 kilometres, and is known as the troposphere. Above 
it is the stratosphere, extending outwards to a distance esti- 
mated to be as much as 200 kilometres The density of the atmo- 
sphere decreases with increasing altitude until, at a height of 
50 kilometres, the atmosphere must be too tenuous to manifest 
any measurable pressure Yet, even at this extreme tenuity, it 
can scatter an appreciable amount of the sun’s rays at sunrise 
and sunset, thus prolonging the duration of twilight. It can 
also resist the passage of meteorites , they have been observed 
to become incandescent even at a height of 200 kilometres 

The stratosphere is apparently a region of perpetual calm. 
In the absence of convection currents and water vapour, no 
cloud formation, ram or wind disturbs its tranquillity. The 
average temperature of the atmosphere diminishes vertically at 
an approximately uniform rate, from about 11° C at the surface 
of the earth to — 55° C at 10 kilometres, and beyond this 
altitude it appears to remain constant The composition of the 
atmosphere remains constant throughout the troposphere, 
owing to the continuous action of convection currents, but 
beyond the tropopause, at an altitude of 10 kilometres, the 
composition greatly changes with increasing altitude. At first 
it consists roughly of a layer of nitrogen, containing pro- 
gressively less oxygen, and then, at a height of from 00 to 100 
kilometres, this is succeeded by practically pure hydrogen 

The troposphere is a region of storm and constant com- 
motion, Warmed here and there by contact with the earth, 
the air becomes rarefied, and rises with greater or less rapidity, 
its place being taken by denser, colder air, flowing in from the 
vicinity. In this way convection currents are set up, that may 
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produce a light breeze, the steady trade wind, or an equinoctial 
gale. The vertical temperature gradient near the ground 
necessarily varies according to the locality, being determined 
chiefly by the warming of the ground by the sun 

Upon this continual circulation m the lower part of the 
atmosphere depend all the phenomena that collectively we 
describe as “ the weather ” It will help us to understand them 
if we regard this portion of the atmosphere as a vast aerosol, 5 
m which water functions both as a constituent of the disperse 
phase and of the dispersion medium, according to the con- 
ditions of temperature and pressure that obtain at the time and 
m the place of observation In addition to water and water 
vapour, the atmosphere contams an incredibly large quantity 
of highly dispersed solid matter, consisting of smoke particles, 
and dust of all kinds from the surface of the earth and from 
outer space 24 This suspended dust is a determining factor m 
nearly all atmospheric phenomena 

Atmospheric Dust 

The atmosphere is continually receiving large quantities of 
dust and smoke Soil particles and the dust of roads and 
deserts are swept up into the air by winds Of this dust the 
coarser particles (of diameter greater than 1 / z ) soon settle 
again, but the finer particles may remain m suspension m the 
air for a long enough time to travel great distances The fine 
particles of coal ash and soot that are discharged into the 
atmosphere above an industrial area are carried by a favourable 
wind many hundred miles across country. Sea-water spray, 
carried by a dry wind, evaporates to form a salt haze that may 
extend inland for many miles Fine dust discharged from the 
crater of a volcano may remain suspended in the upper air for 
years. During the eruption of Krakatoa, 1 m 1883, enormous 
quantities of fine dust and water vapour were projected to a 
great height into the atmosphere The dust gradually formed 
a layer from 5 to 15 miles above the surface of the earth, and 
extending round the world This dust layer persisted for over 
five years. 

Many million tons of fine coal ash and soot are discharged 
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into the atmosphere m the form of smoke each year by domestic 
and industrial chimneys, particularly m the neighbourhood of 
large cities and industrial areas In London, it is estimated 
that 0*6 per cent of the total amount of smoke produced comes 
from domestic chimneys 2 In Manchester, a manufacturing 
city, this proportion is only 0 4 per cent. 

In addition to dust of definitely terrestrial origin, the atmo- 
sphere is continually receiving dust from outer space as a 
result of the disintegration of meteorites, and also by direct 
discharge from the sun Meteontie dust particles are generally 
spherical, being produced by the mechanical disintegration of 
the superficially molten meteorite as it travels through the air 
at a high velocity 

It is very probable that the earth receives large quantities of 
exceedmgly fine, electrically charged particles from the sun 3 
These particles of solar smoke are formed by the condensation 
of the highly attenuated vapours of the outer solar atmosphere, 
and are driven from the sun by the radiation pressure of its 
light As this stream of charged dust approaches the earth it 
comes under the influence of the earth's magnetic field, and is 
divided into two streams that diverge towards the poles When 
it reaches the outer atmosphere of the polar regions, the par- 
ticles collide with the molecules of the air and become dis- 
charged, producing the beautiful display known as the aurora 
The discharged solar dust remaining suspended in the upper air 
serves as nuclei for the formation of cirrus clouds It is com 
sidered that the amount of solar dust that is discharged from 
the sun is proportional to the sun-spot frequency, and thus 
accounts for the apparent connection that exists between the 
sun-spot frequency and the occurrence of electrical and magnetic 
storms on the earth, as well as exceptional displays of aurora 
and formation of cirrus clouds. 

Atmospheric dust may be divided mto two kinds, according 
as it settles from the air or remains in suspension This 
coarser dust, consisting of particles ranging in diameter from 
1 p, upwards, may be regarded as the a temporary impurity," 
the finer dust, consisting of particles smaller than 1 //, being 
called the “ permanent impurity." 
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There appear to be four well-defined dust layers m the 
atmosphere 7 The first of these is the relatively dense dust layer 
near the ground. It consists of comparatively coarse particles, 
and extends upwards for rather less than a kilometre. It can 
be well seen from the top of a mountain, covering the valley or 
plain below The second layer extends above the first to a 
height of about 4 kilometres It consists of finer particles, 
carried up by convection currents A third layer extends from 
the 4-kilometre level to 10 kilometres, the altitude at which 
convection effects cease This layer consists of very fine par- 
ticles, carried up from lower layers by powerful convection 
currents — e g , cyclones The fine dust that exists m the 
stratosphere is probably of cosmic ongm, reinforced sometimes 
by volcanic dust that, during an unusually violent eruption, 
may be projected into these high altitudes 

Chemical Composition. — The chemical composition of atmo- 
spheric dust varies according to its origin In the neighbour- 
hood of large towns and industrial areas, it consists largely of 
the products of the incomplete combustion of coal — viz , soot 
particles, ranging between 0*25 and 1 0 ^ — accompanied by 
tarry oils and very fine particles of coal ash. Minute crystals 
of sulphate are also found, probably as the result of the sulphur 
in the coal The composition of the suspended matter at a 
large number of places in Great Britain has been recorded con- 
tinuously during the past eight years 4 

The blue haze that is found all over England m certain types 
of warm, dry weather cannot be due to the condensation of 
water vapour It is due to the presence of black smoke par- 
ticles of about 0*5 ^ diameter, that have been carried from the 
towns. Thus the purity of the air, even in a country district 
far removed from any town, depends very much upon the 
direction of the prevailing winds m relation to the nearest 
industrial localities. Smoke from the industrial Midlands is 
found m the atmosphere of Devon 

The presence of haze, however, is not necessarily an indica- 
tion of coal smoke pollution The atmosphere may contain, 
m addition to coal smoke, the smoke from prairie and forest 
fires, also soil particles, bacteria, pollen, salt from sea spray, as 
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well as volcanic and cosmic dust At sea, for example, haze 
may be caused by sulphates and chlorides At Algarve, in 
South Portugal, a persistent blue haze was shown to be caused 
entirely by particles of sodium chloride 2 

In a humid atmosphere, the intensity of an existing haze may 
be greatly intensified by the condensation of water upon the 
suspended particles Particles of a soluble salt will promote 
the condensation of water from such an atmosphere, by reason 
of the lowered vapour pressure of water at their surfaces Thus, 
at the ordinary temperature, water vapour will condense upon 
particles of common salt from an atmosphere of -which the 
relative humidity is only 80 per cent The condensation of 
water vapour upon smoke particles, to produce a fog, is largely 
due to the hygroscopic action of sulphur tnoxide or sulphates 
associated with the soot particles 

Volcanic dust consists of minute spheres and fragments of 
spheres, varying m diameter from 15^ downwards Many of 
them are colourless and transparent They appear to consist of 
calcium, magnesium, sodium and potassium silicates, probably 
m a sub-cooled, vitreous condition Heavy metals — for example, 
lead and iron — are present only m very small proportions 

Dust from clouds or hailstones, or m sleet or ram, has been 
examined spectroscopically and analytically, and is found to be 
remarkably regular m composition 6 Iron, nickel, calcium, 
copper, sodium and potassium occur m all specimens examined, 
and m the same proportions. Dust from sleet or snow contains 
more lead than that from hail The amount of carbonaceous 
matter present is small 

Cosmic dust probably contains sodium, potassium, calcium, 
silver, copper, gallium, thallium, iron, nickel, lead, and is free 
from rubidium, strontium, magnesium It is magnetic. 

The Quantity of Dust. — The quantity of dust that is present 
in the air in a given locality at any time depends not only upon 
the rate at which it is being produced — for example, by vol- 
canoes or chimneys — but also upon the direction and velocity 
of the wind Generally speaking, dust is produced in industrial 
localities or m naturally and regions, is distributed over great 
distances by winds, and gradually deposited again by ram and 
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snow It is estimated that between the hours of 6 and 9 every 
morning during the winter months 200 tons of coal smoke are 
poured into the air over London. If the smoke rises well and 
is carried away* by a steady breeze the concentration of smoke 
m the air does not exceed 1 milligram per cubic metre. This is 
sufficient to produce the ordinary haze that is characteristic of 
a bright winter day 4 

On a calm morning this smoke is not carried away, and 
accumulates m the air, until it may reach a concentration of 
4 milligrams per cubic metre If the upper air is colder than 
the warm chimney gases they will rise, and m so domg, will 
expand and become cooler They will rise no further after 
their temperature has become equal to that of the surrounding 
air With a well-marked temperature gradient, such as 
ordinarily exists, smoke rises well above the city and becomes 
dissipated by air currents m the upper air If, however, the 
temperature gradient is reversed, and the air near the ground 
is cooler than the air higher up, the chimney gases will not rise 
far before they reach air as warm as themselves They will 
then rise no higher In such circumstances, the smoke accumu- 
lates, to form a fog either overhead or on the ground, accordmg 
to the distribution of temperature that prevails It is esti- 
mated that the output of smoke from the chimneys m London 
between 6am and 9 a m , if accumulated m this way to form a 
layer 400 feet high, is sufficient of itself to form a dense smoke 
fog The increasing substitution of gas and electric heatmg 
for coal fires during recent years has resulted already m a marked 
diminution of the amount of solid impurity m the air of London, 
and has also reduced the number and density of its fogs 

In certain places, the air becomes charged locally with an 
enormous quantity of temporary impurity. This may be swept 
up by traffic into the air above a dusty road, or it may be dis- 
tributed throughout the air m the neighbourhood of a dis- 
integrating machine, or it may be due to the passage of a dust 
storm in the desert In general, this dust is not sufficiently 
highly dispersed to remain m suspension m the atmosphere, and 
soon settles 

Probably the chief constituents of the permanent impurity 
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are salt crystals formed by the evaporation of sea spray, smoke 
particles from industrial and domestic fires, forest and prairie 
fires, and volcanic and cosmic dust 

The Number of Particles. — Many observations have been made 
of the size of the particles that are normally present in the 
atmosphere They are found to be singularly uniform m size, 
ranging from 0 25 p, to 1 0 ju, and averaging about 0-5 fi This 
is, no doubt, a natural result of the selective action of the air 
m supporting the finer particles and allowing the coarser ones 
to settle. The number of particles m a given volume can, 
therefore, be regarded as an approximate measure of the relative 
amount of impurity that is present In the following table, 2 
the number of particles per cubic centimetre is given for various 
localities, under different weather conditions. 

Table XVII 


Number of Dust Particles in Air at Different Localities 
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4 30 p m 
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The Optical Effects of Atmospheric Dust 
The Transparency of the Atmosphere. — Pure air is almost 
completely transparent to light of all wave-lengths. This trams- 
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parency is diminished slightly by the presence of water vapour. 
It is very much reduced by the presence of dust particles or water 
droplets , consequently, the intensity of direct insolation at the 
surface of the ground is less than at the summit of a high moun- 
tain, above the dust layer, by an amount that is proportional to 
the concentration of dust m the intervening atmosphere 

This diminished transparency is almost entirely due to the 
diffuse scattering of the incident light by the suspended 
particles The composition of the light is altered, light of 
short wave-length being more completely scattered than that 
of longer wave-length The extent to which the shorter wave 
light is scattered by the atmospheric dust can be seen clearly 
from a consideration of the equation for the intensity of mono- 
chromatic light at the surface of the earth, 8 I = 1 0 a m , where 
I 0 is the intensity of sunlight outside the earth’s atmosphere, 
a is the transmission coefficient of the atmosphere — % e , the 
proportion that would be transmitted to the earth’s surface if 
the sun were m the zenith — and m is the length of the path of 
the solar ray through the atmosphere, the unit path bemg the 
length of the path when the sun is m the zenith 

On Mount Whitney, practically above the dust layers of the 
atmosphere, the average value of a for wave-length 0 39 pt, is 
0*763, while for Washington the correspondmg average value is 
0*445 9 In the smoky atmosphere of an industrial area, the 
value of a is much less Consequently, m winter, when for 
latitudes equal to or greater than that of Washington, the value 
of m always exceeds 2, the factor (a m ) becomes very small 

For the wave-length 1-0 the average value of a on Mount 
Whitney was 0*980, and for Washington 0*901. Clearly, there- 
fore, longer wave light is much less affected than short wave 
light, and possesses a relatively greater intensity at all seasons 
of the year. 

The intensity of direct insolation is greatly dimimshed after 
a great volcanic eruption, owing to the scattering of the solar 
rays when passing through the unusually dense dust layer. 
After the eruption of Katmai Volcano 1 m Alaska in 1912, the 
intensity of solar radiation was diminished by from 15 to 20 per 
cent Bolometnc observations showed that the dimimshed 
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intensity of insolation during the following year was several 
per cent greater m the short wave-lengths than m the long ones 
The average intensity of sunlight m the centre of a large 
manufacturing town (Leeds) is less than 50 per Cent of that m 
the surrounding country 10 

Diffusion of Sunlight. — One of the most important effects of 
atmospheric dust is the diffusion of sunlight Without dust, 
there would be no diffused light from the sky, except for such 
of the shorter rays that are scattered by the molecules of the 
air The dust particles scatter or, if large enough, reflect the 
sunlight in all directions, thus illuminating the air itself, and 
also objects that are m the shade and not receiving direct sun- 
light This scattering is more complete the shorter the wave- 
length of the light Thus, the ratio of blue to red m diffuse 
sky light is six times the ratio of blue to red m direct sunlight. 

Visibility. — The visibility of distant objects is very much 
reduced by the dust m the air The visibility of a distant object 
depends mostly upon the amount of contrast that exists between 
it and its surroundings Dust or mist m the air not only cuts 
off direct light from the object, but also, by diffusely reflecting 
the sunlight that falls upon the suspended particles themselves, 
adds to the total amount of light that is received by the eye, 
thus reducing the effective contrast 
The light that is scattered or reflected m this w*ay by the 
particles is generally polarised, and can be eliminated by viewing 
the hazy landscape through a Nicol prism, held at such an angle 
that the polarised light that is scattered by the dust particles is 
extinguished. Distant objects then become clear and distinct. 

The true extent to which a haze diminishes the transparency 
of the air is best observed at sunset, when the air is no longer 
directly illuminated by the sun 

It has been shown that, owing to the condensation of water 
vapour upon the dust particles, the hazing effect of dust is intensi- 
fied by an increased atmospheric humidity. Aitken 11 determined 
the mean limit of visibility, m miles, of air at Falkirk, for winds 
from different directions, and for different degrees of relative 
humidity. West to north winds blow from regions having less 
than fifty inhabitants per square mile, while southerly and 
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easterly winds come from regions having a population ranging 
from 100 to 12,000 per square mile The results are given m 
Table XVIII 


Table XVIII 


Direction 

of 

Wind 
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2° 

3 C 

4° 

5° 

6° 
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All other directions 

50 

8 
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11 
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14 
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16 4 

193 

19 
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In London m winter the average limit of visibility on a clear 
day does not exceed half a mile. This is m marked contrast to 
the amazingly clear atmosphere that prevails m the warm air 
of a tropical or semi-tropical maritime climate 

Atmospheric dust enhances the intensity and duration of 
twilight For some time before sunrise and after sunset , the 
sun’s rays fall upon the upper air, but too obliquely to be 
refracted to the earth. The light is scattered by the dust 
particles and gas molecules m the upper air, and irradiates the 
earth with a relatively famt, soft light Twilight would pro- 
bably be very different and much less bright if the upper air 
were completely free from particles of dust and water. 

The Colours of the Sky.— The blue colour of the sky, although 
due mainly to the scattering of sunlight by the molecules of the 
air, is also due in part to the scattering action of suspended dust. 
If it were entirely due to scattering by air molecules, there 
should be no glare or excess of brightness of the sky in. the 
vicinity of the sun This excess is attributed to the diffraction 
of the sunlight by dust particles and ice crystals 

After the eruption of Krakatoa m 1883, a faint reddish corona 
of large radius was observed surroundmg the sun Its inner 
edge was 12 degrees, its outer edge 23 degrees from the sun 
From the observed angular diameter of this ring, the diffracting 
particles were calculated to be 0*002 mm m diameter. The 
ring persisted for many months. 

At sunrise and sunset the level rays of the sun pass through 
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a layer of air almost twice as thick as at noon , also the lower 
levels of the atmosphere through which the light is then passing 
are more dusty than the upper air Consequently, when the 
sun is low the extent to which the blue light is scattered by the 
atmosphere reaches a maximum The residual red-orange 
light illuminating atmospheric haze or clouds produces the 
typical sunrise and sunset colours 

Four well-marked phenomena attend the setting of the sun 12 

(a) The counterglow — a ruddy glow m the eastern sky , 

(b) The over-sun glare — a white, luminous area m the western 
sky, well above the sun , 

(c) The twilight arch — a bright red or gold segment across 
the western sky after the sun has set , 

(d) The purple light, succeeding the over-sun glare after the 
sun has set On mountains this produces the well-known 
Alpine after-glow 

Frequently a second similar series of phenomena succeed the 
first, and m the same order 

The counter-glow and the twilight arch are attributed to the 
scattering of the light by the air molecules The over-sun glare 
and the succeeding purple light and after-glow, however, are 
due to diffraction by the dust particles 

These phenomena become greatly enhanced after a great 
volcanic eruption — for example, Krakatoa. The distance from 
the sun of the brightest region of the over-sun glare corresponds 
to the distance of Bishop’s ring 

The brighter, more vmd colours of sunrise and sunset are 
probably due to the atmospheric dust and water particles, the 
softer, more delicate shades and gradations being caused by the 
scattering of the light by the gas molecules 

The Thermal Effects of Atmospheric Dust 

The presence of dust and smoke particles m the atmosphere 
increases its capacity for absorbing and radiating heat, and thus 
reduces its transparency to heat rays. This affects the atmo- 
spheric temperature m three ways — 

(a) The heat rays are partly absorbed by the dust particles, 
which then warm the surrounding air by conduction. 
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(b) The intensity of the transmitted rays is diminished, so that 
the temperature rise at the ground level during the day is checked 
Consequently, the diurnal temperature range is decreased. 

(c) Radiatioft from the ground and from the dust particles 
that are suspended m the lower air is restrained This tends to 
give higher minimum temperatures 

This principle is extensively employed to protect small fruit 
and garden crops from injury by frost A smoke cloud is 
formed by kmdlmg a suitable fire, and serves to check the loss 
of surface heat by radiation from the ground or crops 

By their action m absorbing and radiating heat energy, and 
communicating their resulting change of temperature to the 
surrounding air, the dust particles promote thermal changes m 
the air, to which the formation of certain forms of fog and mist 
are due 

Duration of Sunshine. — A black or brown city fog, that is 
formed by the condensation of water vapour upon the particles 
of the smoke cloud, is very much more opaque than a white 
mist. Consequently, the heat rays from the sun are unable to 
penetrate it to any appreciable depth, so that m a great city 
like London the fog persists all day, while m the surrounding 
country it may have evaporated by midday 

As a result of this greater stability of the city fogs, the 
observed hours of sunshine m the heart of a large city are fre- 
quently much less than m the adjacent country districts The 
monthly average duration of bright sunshme (per cent of total 
possible) at places increasingly distant from the centre of 
London are compared m Table XIX The figures are derived 
from figures extending over a period of twenty years 13 


Table XIX 


Station 

November 

December 

January 

February 

Bunhill Row 

22-8 

7 5 

14 1 

30-6 

Westminster 

27-7 

13 1 

18-4 

32-8 

Kew 

50-8 

38-1 

40 3 

54-6 

Cambridge 

61-0 

40 6 

48-9 

73-8 
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It will be seen that there is a loss of 37 per cent sunshine m 
the London area Even at Kew, the effect of the London smoke 
is to dimmish the intensity by 10 per cent The ultra-violet 
light will suffer the greatest diminution on account of its short 
wave-length 


The Coal Smoke Nuisance 

The coal smoke nuisance has received a good deal of special 
attention during recent years 14 In Leeds, Pittsburgh, London 
and other localities, where the problem was very acute owung to 
the accumulation of factories and railroads, definite systematic 
investigations have been carried out, and much valuable and 
interesting information has been accumulated. 

In Leeds the average concentration of solid matter m the air 
was 3 6 mgm. per cubic metre, or 200 lb per square mile (300 
feet high), 35,000 tons of soot being discharged into the air 
annually by the local factory and domestic chimneys These 
conditions are aggravated m foggy weather, the smoke becoming 
mixed with the fog and so producing the brown or yellow fogs 
characteristic of industrial areas 

The annual soot fall in tons per square mile in various cities 
is shown m Table XX 


Table XX 


Year 

Locality. 

Soot Fall (Ton 
pei fcjq Mi'e 
per Year ) 

1912 . 

Leeds . 



Industrial centre 

539 


Suburban area j 

2G 

1910 . 

London . | 



Centre of City- 

426 


Average for whole Metropolitan area 

248 

1910-11 

Glasgow • centre 

820 

1911-12 

Pittsburgh 

1,031 


This coal smoke and soot can bo largely, if not completely, 
avoided by the use of scientific methods of firing In some 
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industrial operations — e g , the reheating of steel and the firing 
of pottery — it is necessary to use a smoky flame In this case, 
it might be necessary to precipitate the smoke particles, 
preferably by electrostatic means 25 

In addition to the particles of soot and ash that are discharged 
into the air from factory stacks, large quantities of sulphur 
dioxide and tarry vapours are produced by the incomplete 
combustion of bituminous coal Under the influence of ultra- 
violet light, the S0 2 is oxidised to S0 3 , which umtes with the 
water vapour m the air to form H 2 S0 4 The hygroscopic 
character of these acid particles promotes the formation of fog, 
even m moderately humid air. Evaporation of the water 
droplets of any fog or mist that may be formed m such an area 
will be retarded by the S0 3 dissolved m them, and also by the 
formation upon them of films of tarry oil Coal smoke, there- 
fore, not only promotes the formation of fog, but also increases 
its opacity and stability 

A smoky atmosphere exercises a marked influence upon 
the health of the community, for the smoke not only 
cuts off the greater part of the germicidal ultra-violet light, 
but, by its action upon the lungs, it diminishes their resist- 
ance to such complaints as pulmonary consumption and 
pneumonia 

Pittsburgh had the highest death-rate from pneumonia in 
the world. It lies m the centre of a bituminous coal dis- 
trict. Consequently coal is cheap, and although very large 
amounts are used, little attention was paid to efficient com- 
bustion. The city is situated m hilly country which baffles 
the winds, so that the smoke cloud is not easily dispersed In 
the Smoke Investigation Bulletins published by the Mellon 
Institute, photographs are given contrasting m a very strik- 
ing manner the appearance of the city on ordinary smoky 
days and on smokeless holidays. A similar contrast is fre- 
quently a marked feature of Glasgow m Fair week It was 
noticeable generally throughout Great Britain during the coal 
strike of 1921. 

The results of the Pittsburgh smoke investigation have now 
been embodied m legislation for the prevention of smoke by the 
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use of efficient combustion processes, so that to-day the city 
is “ as clean as Bath ” (Saleeby) 

Similar investigations have been carried out m this country, 
although up to the present they have not borne much legislative 
fruit Very valuable investigations have been carried on 
during the past nine years by a special committee on atmo- 
spheric pollution, appointed by the Meteorological Office The 
results of this work to date are embodied m eight annual 
reports. 4 


Atmospheric Water 

Water evaporates into the atmosphere continually from the 
surfaces of oceans, rivers, lakes and ice-fields, and from moist 
ground and vegetation The rate of evaporation depends upon 
the temperature of the surface water, and the temperature, 
humidity and wind velocity of the air that is actually m contact 
with the water 

In spite of this continual evaporation, the atmosphere 
remains unsaturated, owing to convection currents that carry 
the warm, humid air up into colder air, where much of its con- 
tained water vapour is precipitated as ram or snow. At the 
close of the cycle the air returns to the surface relatively dry 
again 

The amount of water vapour m the air varies from a fraction 
of 1 per cent by weight m arid regions to 5 per cent of the air 
m warm, humid regions 

The capacity of air for absorbing and holding water vapour 
is practically the same as that of an equal volume of empty 
space. This capacity increases with rising temperature, being 
doubled by a rise of from 10° to 11° C. On a very cold day in 
winter (t =* — 8° C ), the air will be saturated if it contains 0*2 per 
cent water vapour. On a hot day m summer (t^= 45° C ), it will, 
if saturated, contain 5 per cent Under suitable conditions of 
temperature and pressure, this water vapour will condense to 
form cloud, rain, snow or hail. 

Cloudy Condensation. — When a mass of air, saturated with 
water vapour and containing a sufficient number of suitable 
nuclei, is cooled below its dew-point, some of the water vapour 
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condenses upon the nuclei to form a cloud At temperatures 
above the freezmg point, the particles of the disperse phase will 
be liquid At lower temperatures they will be solid, or sub- 
cooled liquid 

In the absence of nuclei, condensation can only occur if the 
air is very highly supersaturated, and would then produce fine 
ram It is unlikely that the degree of supersaturation ever 
approaches such high values m the atmosphere 

A mass of air may be cooled to its dew-point — 

(a) By contact with a cold surface, which may be either solid, 
liquid or gaseous (Surface condensation ) 

(b) By the expansion of the air, either by a vertical con- 
vection current or by rotation, as m a tornado or the funnel of a 
water-spout (Volume condensation ) 

(a) Surface Cooling. — During clear nights, the surface of the 
earth loses heat by radiation, so that its temperature and that 
of the air adjacent to it are lowered The cooling effect is the 
most pronounced on a calm night After the air has been 
cooled to the dew-point, all further loss of heat results m the 
deposition respectively of dew or hoar-frost at temperatures 
above or below the freezing point At the same time, the latent 
heat that is set free by the condensation of this water vapour 
diminishes the rate of cooling of the surface of the earth and of 
the adjacent air. 

Similarly, when a mass of relatively warm, moist air comes 
into contact with any colder surface — for example, a bank of 
snow, or a mass of colder air — water or ice is formed at the 
surface of contact 

The quantity of vapour that is condensed will depend upon 
the specific heat of the cooler surface —i e , upon its capacity for 
absorbing heat from the air As condensation proceeds, latent 
heat is set free, and if the specific heat of the coolmg surface be 
low— if, for example, it is a gas— its temperature will rise 
rapidly, and condensation will be arrested For this reason 
very little condensation can be effected by mixing masses o 
air 

It has been shown 15 that, if equal masses of saturated air, at 
0° C. and 20° C. respectively, and at normal pressure, be mixe 
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— a very extreme case — the resulting condensation, after 
allowing for the subsequent warming of the mixture by the 
latent heat of condensation that is set free, amounts to 0 6 grams 
water per 1,000 grams of air This corresponds ”to a concentra- 
tion of 0*74 gram per cubic metre, a quantity capable of pro- 
ducing only a light cloud, through which objects could be seen 
at a distance of 70 metres Assuming the diameter of each 
cloud particle to be 0-033 mm , there would be thirty-nine such 
particles per cubic centimetre 

From such a cloud 1 kilometre thick, complete precipitation 
would produce a layer of water only 0 074 cm deep 

In certain circumstances, the effect of surface condensation 
may closely resemble that of volume condensation Particles 
of atmospheric dust, owing to their greater surface area, radiate 
heat more rapidly than the molecules of air m which they are 
suspended. Consequently, they become colder than the sur- 
rounding air, and when the temperature of the dust particles 
reaches the dew-point of the water vapour m the air, some of the 
water vapour condenses upon them, forming a mist or fog In 
this way a ground fog is formed on a clear evening, as the air 
drifts along the ground after a warm day. 

( b ) Volume Cooling. — In the atmosphere, cloudy condensa- 
tion is nearly always brought about by expansion 
A warm, humid mass of air, carried upwards by a convection 
current, expands as the pressure of the surrounding air decreases 
The rate at which it expands depends upon the velocity of 
ascent — that is to say, it depends upon the strength of the con- 
vection current The more rapidly it ascends, the more nearly 
does the expansion become adiabatic in any case, the gas 
can only expand by performing work against the surrounding 
air, and is, therefore, cooled uniformly throughout its mass. 

When it has become cooled as far as its dew-pomt, water 
vapour begins to condense upon the nuclei that are present, and 
a cloud is formed The form of the cloud and the altitude at 
which it is formed depend upon the initial temperature and 
humidity, and the vertical temperature gradient in the sur- 
rounding air. 

Condensation Nuclei in the Atmosphere.— The number of 
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condensation nuclei per cubic centimetre of air m different 
localities was shown by Aitken 16 to vary widely, from less 
than 100 per cubic centimetre on the summits of the Alps and 
m mid-ocean *to thousands per cubic centimetre m many 
country districts, and reaching as many as 100,000 to 150,000 
per cubic centimetre m the air above cities such as London tod 
Paris 

Aitken assumed that supersaturated water vapour condensed 
upon the dust particles, on account of their relatively large size, 
and that, therefore, a determination of the number of con- 
densation nuclei indicated the number of dust particles present 
per cubic centimetre It has been shown, however, more 
recently 17 that when the number of actual dust particles per 
cubic centimetre is enormously increased, it does not necessarily 
increase the number of water droplets per cubic centimetre 
that form when the vapour condenses Further, m humid 
air at a temperature some degrees above its dew-pomt, the 
hazing effect, due to dust particles, grows m intensity, owing to 
the progressive condensation of further water vapour from the 
air 

It would appear, therefore, that only dust particles that are 
chemically or physically hygroscopic actually function as con- 
densation nuclei 17 These £C dust ” particles may be solid or liquid 
— e g , NaCl (from the evaporation of sea spray), or S0 3 (from the 
action of ultra-violet light upon S0 2 , formed by the combustion 
of sulphur m coal) N0 2 , H 2 0 2 , NH 3 , also are produced by the 
direct action of sunlight upon the oxygen, nitrogen and water 
vapour of the atmosphere. 

Ordinary gaseous ions — small ions — cannot possibly be 
regarded as condensation nuclei, as there is no evidence that 
supersaturations of four and upwards are obtained m the atmo- 
sphere Ions consisting of electrically charged, hygroscopic 
particles, however, will serve as nuclei, but only because of their 
hygroscopic nature 

It is not possible to calculate the amount of water that is 
condensed for a given rise m altitude or for a given drop m 
temperature, simply from the initial temperature, humidity and 
pressure. 
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The rate of cooling with elevation is decreased by the latent 
heat set free by condensation, and the amount of condensa- 
tion is also diminished by the mcrease of volume, which itself 
is a function of the temperature and pressure? Unsaturated 
air cools through 1° C during an ascent of 100 metres Satu- 
rated air, owing to the liberation of latent heat, only cools 
through 0-54° C At temperatures below 0° 0 , the problem is 
further complicated by the latent heat set free by the solidifi- 
cation of ice 

As the cloud rises further, the droplets steadily grow as 
further condensation continues Also, because of their greater 
density, they tend to rise more slowly than the air itself — 
particularly as they become larger than 0T mm. (drizzle). 

Now adiabatic expansion implies that all the products of 
condensation — cloud particles, raindrops, snowflakes — are 
carried along with the identical mass of air from which they 
were condensed Actually, the more highly dispersed portion 
of the condensate is carried along with the air, while the coarser 
droplets are gradually left behind 

The character of the resulting cloud formation will depend 
upon the humidity, temperature and velocity of the ascend- 
ing air current Warm, humid air will soon reach its dew- 
point, and will produce a copious cloud at no great height 
from the surface of the earth Fairly dry air may ascend 
to a great height before reaching its dew-point, which may 
be considerably below 0° C. The water vapour will then con- 
dense to form ice crystals These ice crystals fall slowly 
through the atmosphere, the longer axis horizontal, rotating or 
oscillating slightly about their horizontal axes. Lunar and solar 
haloes are produced by the diffraction of light by a cloud of 
these crystals. Snow is formed by the coalescence of fine ice 
crystals 

When a cloud of water droplets descends through a layer of 
very cold air, the particles become supercooled, possibly to as 
low a temperature as — 20° C. These supercooled water drop- 
lets solidify the moment they touch each other or any other 
liquid or solid object. 

Summary. — It will be seen that, according to the temperature 
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and rate of condensation, the products of condensation may 
assume many different forms These may be — 

(a) Dew, formed by the condensation of water vapour upon 
cooled surfaces — generally cooled by radiation 

(b) Frost, formed similarly to dew but upon surfaces at a 
temperature below freezing point 

(c) Free drops, formed by the cloudy condensation of water 
vapour upon free nuclei at temperatures above 0° C. These 
drops may range m size from cloud or fog particles to large rain- 
drops 

Frequently, when a cloud is cooled to temperatures below 
0° C , it consists of subcooled drops of water. 

(d) Hoar-frost, formed by cloudy condensation, occurring at 
temperatures below 0° C to produce ice crystals instead of 
water droplets 

(e) Rime, an accumulated feathery deposit of ice, often many 
inches thick, on the windward side of exposed objects It is 
formed by the impinging of subcooled fog particles, and, there- 
fore, develops on the windward side of an object. 

(/) Glaze, a smooth coating of clear ice on trees, ground, etc , 
generally due to ram falling on surfaces cooled below 0° C. 

(g) Snow, a flocculated cloud of ice crystals. 

(h) Sleet, ram frozen by passage through a cold layer of air 
near the surface of the earth, sometimes consisting of melted 
snowflakes refrozen 

(a) Hail, rounded lumps of ice, consisting of a core of frozen 
snow, surrounded by a number of concentric layers of ice. 
They are only produced during thunderstorms, and are due to 
the violent and extensive convection currents that may prevail 
in hot weather carrying them round alternately up into cold 
air (below 0° C ) and down through warm, humid air. Each 
time the hailstone passes through the warm air, it becomes 
coated with a layer of condensed water, which freezes as the 
hailstone is carried through the cold region. This continues 
until the hailstone becomes too heavy to be carried up again, 
or it may be thrown from the convection current by centrifugal 
force. 

Precipitation. — It has been suggested that ram is formed 
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(a) By the progressive condensation of water vapour. This 
is unlikely, since the condensation nuclei that are present m 
the air are sufficiently numerous to support all the water m the 
atmosphere m the form of fog 

(b) By the coalescence of cloud particles If cloud particles 
collide, they will probably behave like the drops of two colliding 
jets of water, and rebound from one another owmg to the 
presence either of a film of adsorbed air or of electrical charges 
of the same sign and surface density 

( c ) By the growth of the larger drops at the expense of the 
smaller ones, owing to the higher vapour pressure of the smaller 
drops It is conceivable that some drops are larger than the 
others, but at diameters of 10 fi (a fog particle) or 33 /x (a cloud 
particle) the excess vapour pressure over the saturation 
pressure is only of the order of 1 part m 44,000 This factor is, 
therefore, negligible 

(d) By further condensation from the slightly warmer 
surrounding atmosphere. This effect is very small, and is 
speedily checked by the liberation of latent heat at the surface 
of the drop 

Ram is only formed in an ascending air current Vertical 
convection does not usually occur m a fog or an ordinary 
cloud, so that ram is not generally produced by the floccu- 
lation of a cloud Cloudy condensation first occurs, and 
then, as the air still rises, the cloud particles begin to lag 
behind Thus, the rising air contains progressively fewer 
nuclei or droplets It is at this stage, presumably, that a 
high degree of supersaturation, combined with relatively few 
condensation nuclei, leads to the formation of a relatively 
coarse condensate, of the order of a drizzle. These droplets 
fall through the ascending cloud, and grow through coales- 
cence, since they may be assumed to be electrically charged 
but of different sign or density from the cloud particles. 
Colliding droplets will coalesce if they are electrically charged 
with charges of opposite signs, or of the same sign but of 
different density. 

The dimensions of the different forms of precipitation are 
compared in Table XXI. 
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Table XXI 

Precipitation Values 


(Air density as at 0° C. and 740 mm pressure ) 


Populai Name 

Precipitation | 
intensity, 
mm per hour : 

j 

Diameter 
of drop, 
mm 

Velocity 
of fall, 
m per sec 

Milligrams of 
liquid water per 
cub metre 
of air 

* Height of 
j cloud above 
surface, 
metres 

Clear 

0 00 



0 00 


Fog . 

Trace 

0 01 

0 003 

60 

0 

Mist 

0 05 

01 

0 25 

55*5 

100 

Drizzle 

0 25 

02 

0 75 

92 6 

200 

Light ram . 

100 

0 45 

2 00 

138 9 

600 

Moderate ram 

4 00 

10 

4 00 

1 277 8 

600 

Heavy ram 

15 00 

15 

5 00 

833 3 

1,000 

Excessive ram 

40 00 

21 

600 

1,851*9 

1,200 

Cloudburst 

100 00 

30 

7 00 

5,401*4 

1,200 


■From this table it will be seen that clouds and fogs remain 
suspended in air simply because their particles are so small that 
the attraction of gravity is almost completely balanced by the 
frictional resistance of the air. The least upward movement 
of the air serves to check any tendency to settle that they may 
possess 

.Raindrops fall more rapidly the larger they are, When the 
drops are larger than 0*2 mm diameter the rate of fall is propor- 
tional to the diameter 

Large drops — above 4 0 mm — are flattened as they fall by 
the resistance of the air, and become broken up into two or 
more smaller drops. 

Fog Dissipation. — From time to time, attempts have been 
made to influence the formation or precipitation of clouds. It 
was thought that clouds could be precipitated as ram by means 
of a loud noise — for example, thunder or cannonadmg, or even 
the ringing of bells. This was supposed to agitate the cloud 
particles and cause them to collide and coalesce Experiments 
made by the United States Government, in which heavy 
charges were exploded m the interior of clouds without any 
result, disproved this theory. 

The dissipation of fog is a matter of direct practical impor- 
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tance to the shipping and flying industries, and to all who dwell 
in cities or industrial areas The stability of an ordinary sea 
or ground fog is due to the inability of the water droplets to 
settle, or to coalesce with one another This may be due to the 
protective action of films of adsorbed air, or to the presence upon 
the droplets of electric charges of the same sign and density 

Following upon his experiments upon the electrostatic pre- 
cipitation of lead fumes, Sir Oliver Lodge endeavoured to 
dissipate fogs at Liverpool by means of powerful high-tension 
discharges, similar m character to those that were used m 
electrostatic fume precipitation, but of greater magnitude 
The fog was successfully dissipated or repulsed throughout a 
space of a few yards from the discharge electrode. Lodge 
suggests that fog may be successfully dissipated on a large 
scale, if sufficiently pow T erful discharges are employed 

Recently 18 attempts have been made m America to dissipate 
clouds and fogs by sprinkling an electrically charged dielectric — 
for example, sand — over the surface of the cloud from an aero- 
plane In these experiments, a single aeroplane succeeded m 
dissipating a cloud a mile or two long, and over 1,000 feet deep, 
m a few minutes by using 100 lb of sand (150 mesh), charged 
to 14,000 volts. 

It is possible that this method may be applied also to the 
dissipation of the smoke fogs of industrial areas. It is not 
certain that ram can be produced m this way, since the forma- 
tion of ram appears to depend upon the condensation of water 
vapour m the presence of relatively few nuclei 

In some of the vme-growmg districts of Europe, vortex rings 
of smoke are projected upward, with the object of preventing 
hail by breaking up the convection currents to which the 
formation of hail is due. It has been clearly shown that the 
vortex rings, even if they reach the clouds, cannot have any 
appreciable action upon the formation or fall of the hailstones. 

Ram can only be prevented by cutting off the supply of 
moisture by preventing vertical convection, or by greatly 
increasing the number of nuclei present m the upper part of a 
convection current, and so promoting cloudy instead of rainy 
condensation. 
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It is frequently observed that after a prairie or forest fire 
no ram is precipitated for a long time, owing to the increased 
concentration of smoke particles m the upper air 

9 

Optical Effects of Atmospheric Water 19 

When sunlight falls upon the droplets of a cloud or fog about 
6 per cent of it is reflected backward and 94 per cent of it 
passes on through the drop As the light penetrates more 
deeply into the cloud its intensity rapidly diminishes* It is 
found that, when the sun is just visible through a stratus cloud, 
the intensity of the transmitted light is only one ten-thousandth 
part of its original value 

The brightness of the sun when seen through a haze or fog is 
similarly diminished by scattering The short wave light is 
more completely scattered than the longer wave light , con- 
sequently, the disc of the sun appears yellow or red when 
viewed through a haze or fog 

The proportion of the incident light that is reflected by a 
cloud to an observer depends upon the angle made by the sun 
and the observer at the surfaces of the drops At an angle of 
165 degrees, the intensity of the reflected light is six times that 
of the light that is reflected when the angle is 10 degrees. The 
mean reflecting power of a cloud is about 65 per cent 

Ram falling through the air greatly reduces its transparency. 
Large drops cut off more light than small drops do, but owing 
to their greater rate of fall, the apparent diminution of the 
intensity is lessened by the persistence of vision For a given 
rate of precipitation (amount of water precipitated per hour), 
the obscuring power of the ram is proportional to the square 
root of the volume of the drop 

Refraction Phenomena. — Rainbows are seen when an ob- 
server stands with his back to the sun and looks at falling ram, 
provided that the angle that is subtended at the drops by the 
sun and the observer lies between 40 degrees and 42 degrees. 
Rays from the sun, entering the raindrops, are refracted and, 
after undergoing internal reflection, are refracted out again to 
the eye of the observer. During this double refraction, the 
sunlight is dispersed into a spectrum. 
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The form and colours of the bow depend upon the angle made 
by the sun and the observer at the surface of the drops, and also 
upon the size of the drops If the drops are above 1 mm m 
diameter, they produce a well-defined single spectrum The 
colours are brightest when the diameter of the drops is from 
0 2 to 0 4 mm 

With very small drops less than 0T mm m diameter, the 
emergent light is very much less dispersed — the maxima for the 
different colours of the spectrum almost .coincide — so that the 
bow is nearly white 20 Such white rainbows are observed 
when sunlight, falling upon the face of a fog or cloud, is reflected 
to an observer standing near to the cloud — for example, upon 
the cloud-wreathed summit of a mountain These cloud or 
fog bows also differ from rainbows m their dimensions The 
diameter of a bow, whether caused by ram or cloud, becomes 
greater as the drops become larger Consequently, cloud or 
fog bows have a smaller diameter than rainbows The breadth 
of the band of colour m a rainbow is about 1*5 degrees The 
breadth of a cloud bow is much larger, and may be as much as 
6 or 7 degrees. 

White bows are also produced by subcooled droplets of rain 
or cloud. 

Diffraction Phenomena. — When light falls upon small drops 
of water, less than 0 01 mm. in diameter, it is absorbed by the 
drop, secondary rays being emitted, some forward and others 
backward. When a bright source of light is viewed through a 
cloud of such droplets, it is seen to be surrounded by a coloured 
circle or corona If the source of light be behind the observer, 
and the cloud be in front of him, his shadow will be cast upon 
the cloud and will be seen to be surrounded by a bright halo or 
glory, made up of the light rays that are scattered backward by 
the droplets towards the observer 

Lunar or solar coronas 21 are seen surrounding the moon or 
sun respectively when the moon or sun is viewed through a 
light cloud. The diameter of a corona is very much less than 
that of a rainbow, rarely exceeding 15 degrees. It is inversely 
proportional to the size of the droplets. A corona, of which 
the angular diameter is 15 degrees, is produced by droplets of 
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0 002 mm, m diameter The average size of the droplets of a 
cloud can be estimated from the diameter of the solar or lunar 
haloes that such a cloud produces The colours of a corona are 
arranged m the reverse order to those of a rainbow, the blue 
being innermost 

Fragments of large diameter coronas are sometimes seen m 
the sky m the form of detached luminescent clouds 

Glories are seen surrounding the observer’s shadow when it 
is cast by the sun upon a cloud or bank of mist The well-known 
ee spectre of the Brocken'’ is formed m this way Similar 
effects are noticed when the shadow of an aeroplane is cast upon 
the upper surface of a cloud 

Other striking optical phenomena are produced by the 
reflection and refraction of light by ice crystals m the atmo- 
sphere Naturally these phenomena are most frequent m the 
polar regions, and are a familiar feature of all descriptions of 
the polar skies 

A ray of light, passing through a crystal of ice, may be 
refracted through two edges inclined to one another at an angle 
either of 60 or 90 degrees The crystals may be disposed in the 
air with their edges all vertical or all horizontal, or they may 
all be nearly vertical They may also be disposed at random, 
with no common orientation Depending upon the particular set 
of conditions that exist at the time, the resulting phenomenon 
may be a halo of 22 or 46 degrees angular diameter, a parhelion 
of similar diameters, or a parhelic sun pillar, etc 

Other arcs, parhelia, sun pillars, haloes, etc , are formed as a 
result of the reflection of light by ice crystals m the atmosphere. 

Atmospheric Electricity 22 

In fine weather the atmosphere is charged positively, the 
ground negatively. The vertical potential gradient near the 
ground is about 100 volts per metre At increasing altitudes, 
the potential gradient falls off, being less than 1 volt per metre 
at altitudes considerably less than 10 kilometres At greater 
altitudes than 10 kilometres, it appears to be constant. 

In fine weather, the potential at any point m the stratosphere 
(above 10,000 metres) is probably less than 10 6 volts. It would 
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appear, therefore, that the atmospheric charge resides m the 
lower layers of the atmosphere — lines of force starting from 
the negatively charged ground, and terminating upon positively 
charged dust particles or positive ions suspended m the tropo- 
sphere. 

Vertical Potential Gradient. — The vertical potential gradient 
reaches a maximum value m mid-wmter, and a minimum value 
in mid-summer It varies also durmg the day, showing m 
wmter a minimum value in the early morning and a maximum 
in the late afternoon These annual and diurnal variations 
differ considerably m different localities, according to local 
meteorological conditions. In some localities, particularly m 
summer, a second minimum is shown m the early afternoon 
At Simla, m June, the minimum is so marked that the potential 
gradient becomes negative for an hour or two every afternoon 
Such very low or negative values are associated with great 
dustiness of the air. 

The potential gradient is greatly affected locally by the 
presence of dust or fog In a fog, the potential gradient is 
generally several times its normal value, owing to the adsorp- 
tion of ions by the fog particles Dust clouds produce very 
large changes, depending upon the character of the dust In 
Bloemfontein (South Africa), the normal and fine-weather charge 
at a height of 4,500 feet seldom exceeds a maximum value of 
200 volts per metre It was shown that the charge on the dust 
itself was positive Consequently, the strong negative charge 
produced by the dust must reside upon the molecules of the air 
itself. 

In England, dust (limestone) above a busy road became 
charged negatively, and increased the positive charge of the 
air. 

The charge that is acquired by any particular kind of dust 
appears to depend upon the chemical character of the dust, 23 as 
follows . 

(1) Non-metalhc dust gives positively charged clouds. 

(2) Metallic dust gives negatively charged clouds, 

(3) Acidic oxide dust gives positively charged clouds. 

(4) Basic oxide dust gives negatively charged clouds. 
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(o) Salts give charges depending upon the relative strength 
of the constituent acidic and basic ions 

When ice crystals collide, they become negatively, and the 
air positively, » charged Fine snow, driving m a cold, dry 
atmosphere, exercises a large influence upon the potential 
gradient 

During rain, there is a large exchange of charges between the 
air and the ground The potential gradient near the ground 
fluctuates rapidly, and may be either positive or negative, and 
may reach values of the order of 10,000 volts per metre during 
the passing of a thunder cloud 

Air-Earth Current. — The normal vertical electrical field tends 
to drive positively charged ions, dust particles, and water 
droplets down to the earth, and negatively charged particles 
upwards 

The electrical conductivity of the air at any point will depend 
upon the number of such charged particles present, the rate at 
which they move under the existing vertical forces, and the 

charge that is carried by each 

“ Small ions,” consisting of gas molecules which have lost or 
acquired one or more electrons, possess a mobility of about 1 cm. 
per second at a potential gradient of 1 volt per centimetre. 
“ Largo ions,” consisting of dust particles, water droplets, etc , 
to which a small ion has become attached, move with only 


ibout one three-thousandth of this velocity 

Although the large ions may greatly outnumber the small 
tons, yet, because of the enormously greater mobility of the 
small ions, they will carry most of the current 

The conductivity, therefore, depends upon the number o 
mmll ions that arc present per cubic centimetre of am It will 
be diminished if fewer small ions are produced per second, or 
f more are lost by recombination with each other, or by con- 
version into the slow-moving large ions Generally speaking, 
flic dustiness of the air is the most important factor A ig 
lust content means fewer small ions and a lower conductivity. 
Small ions are produced by the action of : 

(1) Radiations from radioactive material m the earth and the 
itmosphere (emanations from radium and thorium). 



208 


METEOROLOGY 


(2) A penetrating radiation from outer space 

The air above the sea only receives ions due to the radiation 
from outer space. On the other hand, owing to the dustiness 
of the air over the land converting small ions mto large ions, 
the rate of ionisation over land and sea is practically the 
same. 

At higher levels, the conductivity increases, owing to the 
lower dust content Owing to the much lower density of the 
air, the small ions have greater mobility and a lower rate 
of recombination Also, the rate at which ions are produced 
by the radiation from outer space is greater 

At levels above 60 to 100 kilometres, the air is probably 
ionised directly by the action of sunlight This ionisation will 
dimmish rapidly during the night, owing to the cessation of the 
photoelectric action and the recombination of the ions that 
already existed At higher levels, probably above 80 to 100 
kilometres, the air appears to be permanently ionised with 
negative ions. The transmission of wireless waves round the 
curved surface of the earth has been attributed to the reflecting 
action of such a highly-ionised, conducting ceiling in the upper 
atmosphere, having a specific resistance of about 0-75 megohm 
per cubic centimetre The specific resistance of ordinary air 
at normal temperature and pressure is about 10 9 megohms per 
cubic centimetre The existence of this highly ionised layer is 
attributed to the ionising action of negatively charged solar 
dust. 

The average air-earth current is about 2 x 10 ~ 16 amps, per 
square centimetre This is equivalent to 2 micro -amperes per 
square kilometre, or 1,000 amperes for the whole surface area 
of the earth. 

Assuming that this current flows uniformly from air to earth 
all over the world, it would convey to the ground every minute 
a positive charge that is equivalent to one-tenth of the total 
negative charge on the ground. Yet the negative charge upon 
the ground remains practically unchanged. Clearly, at some 
points on the earth’s surface, a current must flow from ground 
to air. 

Wet Weather. — During the precipitation of rain, snow or 
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hail, the falling particles are charged positively or negatively, 
and, therefore, carry a convection current of electricity from 
air to ground (if they be positively charged), and from ground 
to air (if negatively charged) Such currents rarely exceed 
1 milliampere per square kilometre, and, on the whole, carry 
more positive than negative electricity from the air to the 
ground 

Water droplets may be electrified 

(1) By adsorption of ions Owing to their greater mobility, 
more negative ions will be adsorbed than positive ions 

(2) By the action of ultra-violet light, especially m the upper 
air 

(3) By friction between water drops and ice crystals, or dust 
particles 

(4) By collision between large and small drops 

(5) By the breaking up of large drops by the resistance of the 
air through which they are falling at high velocity. The 
ruptured drop acquires a positive, the air a negative charge 

During a thunderstorm a lightning flash may carry a positive 
charge from cloud to ground or vice versa Generally, it is the 
latter. The potential of a thunder cloud must approach 30,000 
rolts per centimetre to produce a lightning flash The average 
jurrent during a lightning flash is about 1 ampere 

A thunder cloud functions as an electrical machine. 26 It is 
very lofty, its base being from 1 to 2 kilometres, and its summit 
:rom 5 to 10 kilometres above the ground The upward rush 
>f air, produced m the cloud by the powerful convection current, 
carries the fine charged cloud particles upwards The oppo- 
sitely charged large drops and hailstones settle to the lower 
wrtion of the cloud The E M F between the summit and 
>nse of a thunder cloud is probably of the order of 10 9 volts 
This is very much greater than the potential of the ground or of 
lie upper air (10® volts), so that discharge may take place from 
x>ie to pole of the cloud, either directly, through the cloud, or 
)id the ground. The cloud may also discharge partly to the 
tondueting upper layers of the atmosphere. 

In addition to a direct discharge between a thunder cloud and 
die ground, the greatly increased potential gradient in the air 



210 


METEOROLOGY 


between the cloud and the ground and the increased ionisation 
produced by the evaporation of charged drops and the splashing 
of large drops on the ground increases the conductivity of the air, 
so that a continuous current is conducted between the cloud and 
the ground The direction of this current will be determined 
by the character of the vertical electrical force The electric 
field at the ground may be strong enough to produce numerous 
point discharges — for example, from blades of grass — that 
collectively may carry a current larger than 1 ampere 

It is probable that the electric charge that normally exists 
m the atmosphere m fine weather is maintained partly by such 
currents passing from the earth to the air during thunder- 
storms, and partly by the existence in the neighbourhood of 
the poles of a negative potential gradient due to ionisation 
that is produced by particles of solar dust m the upper polar 
atmosphere. 

It is estimated that a current of about 1 ampere passes from 
the ground to the air during a thunderstorm, and that approxi- 
mately one thousand such clouds are always in action at any 
given moment 

The upper atmosphere is sufficiently ionised to be a good 
conductor It will, therefore, distribute charges received from 
thunder clouds, or by the earth-air current m the polar regions 
to fine weather regions of the earth 

Light clouds and mists dimmish the conductivity of the air 
by adsorbing ions, thus increasing the vertical electrical force 
within the cloud and diminishing that in the air above and 
below the cloud A very thick cloud layer may reduce the 
vertical current, and hence the potential gradient at the ground, 
almost to zero 

Cumulus clouds do not appreciably affect the potential 
gradient at the ground level. 

The charges carried by raindrops appear to depend upon the 
rate of precipitation. Positively charged ram is more frequent, 
the heavier the fall If the rate of precipitation exceeds 1 mm, 
in two minutes, the droplets are always charged positively. The 
electrical convection current due to rain is often as much as a 
thousand times as great as the normal fine-weather current. 
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CHAPTER X 


THE INDUSTRIAL PREPARATION AND UTILISATION OF SUBSTANCES 
IN A FINELY DIVIDED CONDITION 

For many industrial purposes, it is necessary to prepare 
substances in a very finely divided condition The covering 
power of a paint pigment, for example, is a function of the degree 
of dispersion of the particles of the pigment 

Finely divided materials are required for use as catalysts for 
gas reactions, as absorbents for clarifying liquids, as precipitates 
for dissolved substances, as opalismg agents for glass and 
enamels and as medicines 

The chemical activity of a reducing agent, such as zinc dust, 
depends upon its specific surface and its freedom from oxide 

Many organic liquids that cannot readily be evaporated 
by ordinary methods without spoiling the product can be 
evaporated successfully by spraying them m a very finely 
divided condition into a quantity of hot gas. 

Certain fuels — e g , oil and various grades of coal — are 
efficiently and conveniently burned in the form of spray or fine 
powder. 

Condensation Processes 

Metallic Powders. — Finely divided zinc and aluminium are 

used extensively as reducing agents, and m the manufacture of 
special paints. These are best prepared by condensing the 
vapour of the metal in a suitable, non-oxidismg atmosphere. 
The vapour may be produced by heating an ore with a suitable 
reducing agent, or by heating the metal itself 

A very convenient method is to volatilise the metal by means 
of an enclosed electric arc. The vapour, diluted with an 
indifferent gas 1 — for example, nitrogen— is drawn from the 
furnace and cooled quickly, thus producing a very fine powder, 
free from oxide. The degree of dispersion that is obtained will 
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5 higher the greater the density of the gas, the higher its 
•ensure, and the more rapid the cooling of the vapour. A very 
gh-grade zinc dust, averaging 99 per cent zmc, can he 
itamed m this way m an atmosphere of nitrogen Generally 
leaking, if the vapour is cooled rapidly so that condensation 
lours at a temperature well below the melting point of the 
tetal, dust will be produced 

If, as in the condensation of zmc vapour that comes from the 
*torts during the smelting process, the formation of dust is to 
e avoided, the vapour must be cooled slowly, so that con- 
ensation occurs at temperatures well above the melting point 
-~Le , between 430° and 560° C 2 
The Schoop Process * 3 — In this process, a coating of a metal 
* formed on all kinds of solid surfaces by spraying them with 
he molten metal A jet of compressed air impinges upon an 
rc between two wires of the metal, atomises the molten metal, 
nd projects it forward m the form of a fine spray Smooth, 
vell-adhermg deposits of metal are obtained with compressed 
or at a pressure of five atmospheres. Aluminium or copper, 
iprayed on a glass surface at a distance of a few inches, adheres 
io tenaciously that it is impossible to remove the film without 
lestroying the glass surface. Microscopic examination reveals 
,hc fact that the surface of the glass is penetrated by the 


At greater distances, the metal can be sprayed safely upon 
lowers, paper, textiles, even the hands, owing to the small heat 
capacity of the particles, and therefore the rapid cooling effect 

:>f the air jet. , 

An alternating current is necessary to ensure equal con- 
sumption of the two wires 

Using wires of copper and zmc, a coating of brass can be 
formed, the composition of the brass being determine y 
relative speeds at which the two wixes are fed to the arc 

Refractory metals, such as molybdenum and tungsten are 
sprayed by maintaining an arc between a stout W1 
metal and the edge of a metal disc rotating at from lO^OO 
20 000 r p m The wire is inclined to the edge ot the 
an angle of about 30 degrees, and the molten globules of met,l 
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are sprayed into the surrounding gas, on account of the high 
velocity of the edge of the disc 

When certain metals — for example, lead — are sprayed, the 
particles apparently become surrounded by a film of adsorbed 
gas Consequently, the deposit is not coherent, and m contact 
with water may separate from the surface to form a coarse 
metal suspension m the water. 

Metal paints are conveniently made by spraying a metal into 
a suitable oil 

Carbon black, or lamp black, is used as a pigment in the pre- 
paration of paints and printers 5 inks It is prepared by burning 
a hydrocarbon m an insufficient supply of oxygen — for example * 

CH 4 + 0 2 ->2H 2 0 + C. 

The carbon condenses m the form of a dense smoke that is 
passed into a large chamber, in which it cools and settles 1 
In this country the hydrocarbon is generally a mineral oil 
In America natural gas is used, from 0 8 to 15 lb. of carbon 
black being obtained per 1,000 cubic feet of gas — GH 4 — con- 
sumed This is less than 5 per cent of the total carbon m the 
gas. If the gas can be more completely decomposed by some 
other means, or if the heat generated by the combustion of a 
part of the gas can be applied more efficiently to the decom- 
position of the remainder, then a better yield of carbon would 
be possible. Owing to the continually increasing demand for 
natural gas for other purposes, the manufacture of carbon black 
by this process is prohibited in many of the States. 

It is now proposed to decompose the hydrocarbon- -gas or 
oil vapour— by the application of a high-tension, intermittent 
arc 5 

The recovery of carbon per unit volume of gas depends upon 
the current, and the rate of gas flow. The maximum yield per 
kilowatt hour is obtained with 6 amperes flowing in the primary 
circuit, and a consumption of 41 kilowatts per pound of carbon 
black made. 

In some plants, the carbon black is collected in bag filters, or 
is precipitated electrostatically. 

In an alternative process, the gas is decomposed by forcing 
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fc through a molten metal 6 A cloud of carbon m hydrogen is 
•btained, from which the carbon is precipitated electrostatically, 
he hydrogen being obtained as a by-product The quality of 
he product and the efficiency of the process will depend upon 
he intimacy of contact between the gas and the metal 
A microscopical examination shows that when the carbon 
lack is made from oil, the particles are frequently coated with 
film of oil, owing to the condensation of unburnt oil vapour* 
f made from gas, the particles may be coated with a film of 
uiter A finer product, free from oil or water, can be obtained 
y condensing the carbon on a hot surface, and removing it 
'om the accompanying gases at a temperature above the dew- 
oint of the oil or water 7 

Carbon black adsorbs gases very markedly As little as 
per cent, of the apparent volume may be due to actual solid, 
[ ie remainder being adsorbed gas A litre of carbon black may 
mtam 2*5 litres of adsorbed air, measured at 0° C and 760 mm. 
‘he adsorbed air is readily displaced by water, unless the carbon 
lack be oily The presence of mineral oil also interferes with 
le drying of a paint that is made with it 
Zinc oxide, prepared m great quantities, either by the oxida- 
on of zinc sulphide, or by the combustion of zinc vapour, is 
[ho used as a pigment. 

When zinc sulphide is roasted at a bright red heat in a small 
svorberatory furnace m the presence of an excess of air, it 
ddises to form zinc oxide and sulphur dioxide These form 
dense smoke, from which the zinc oxide is separated in a 
qtling chamber, or better, by passing the smoke through a bag 
Iter. 

Specially fine grades of zinc oxide, of good covering power, 
*e prepared by burning highly preheated zinc vapour m an 
ccess of air, rapidly cooling the fume, and collecting the pro- 
mt in a bag filter. The diameter of the particles of zinc oxide 
"(spared in this way is 0*25 and less The flocculation of the 
me can also be inhibited, and a fine product obtained, by 
luting the smoke with carbon dioxide immediately after it has 
rmed 8 

Zinc oxide also adsorbs gases strongly, and forms a very 
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light, limpid powder, from which the adsorbed gas can be 
displaced by steam or water 

Oxides of arsenic, tin, bismuth, etc , are formed by similar 
methods from the metal, or compounds such as sulphide or 
carbide. They are frequently obtained as by-products in a 
smelting process 

Catalytic substances, such as nickel and iron oxides, m con- 
junction with carriers such as oxides of aluminium, titanium, 
tm, silicon or vanadium, may be obtained by electrically 
vaporising compounds or alloys of the metals with aluminium, 
titanium, tm, silicon, vanadium, etc , m a current of air, sub- 
3 ectmg the vapour and air to a whirling action m a large 
chamber, and then collecting the oxide smoke by electrostatic 
precipitation. When ferro-titamum or ferro-vanadium is treated 
m this manner, and the product reduced m hydrogen, a pyro- 
phoric product is obtained 9 

Spray Evaporation 

Certain substances — e g milk, white of egg, phosphoric acid, 
Na 2 Si0 3 — cannot be evaporated to dryness by ordinary pro- 
cesses of evaporation, on account of their liability to undergo 
some chemical or physical change that makes them unfit for the 
particular purpose for which they were intended. Dried milk, 
or blood, for example, are no longer water-soluble. Sodium 
silicate becomes gelatinous and insoluble. 

Such substances may generally be evaporated to dryness by 
the spray process without it m any way reducing their solu- 
bility or other desirable properties By this process, also, any 
substance may be obtained m the form of a fine, dry powder, 
provided that it can first be brought into solution or colloidal 
solution in a suitable solvent. 10 

In this process the solution or emulsion, previously concen- 
trated as far as possible by ordinary methods, is discharged in a 
finely divided condition (atomised) into a chamber, through 
which a current of warm, dry air is passing. In this way an 
enormous surface is exposed to the air, the drops rapidly 
evaporate and the resulting powder is carried by the air stream 
to a suitable settling chamber or filter. 
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Since the heat is applied directly to the surface of each drop, 
where the evaporation actually occurs, it is almost as quickly 
lost again as latent heat of evaporation, so that practically no 
heating effect is communicated to the liquid inside the drop, 
the drop evaporates very quickly, and without being decom- 
posed or coagulated 

J* 1 lg 30 is a diagrammatic representation of a spray evapora- 
tion plant. 

The liquid to be evaporated may be a solution m any suitable 
solvent or a colloidal solution, prepared, for example, in a 
colloid mill 

Ihe extent to which the solution can be concentrated before 
spraying will depend upon the nature of the substance. If the 
solution becomes very viscous, it may be more economical to 
spray a less concentrated solution of low viscosity than a highly 
viscous solution, containing considerably less water, owing to 
the disproportionately high-power consumption required for 
such highly viscous solutions A concentrated solution of 
sodium silicate (Na 2 0 2 Si 0 2 ) of 140° Tw (50 per cent silicate) 
is very viscous and can only be sprayed with great difficulty 
and at pressures of many hundred pounds per square inch. At 
a concentration of 100° Tw (30 per cent silicate), however, the 
solution can be sprayed easily, with a comparatively small 
consumption of power. 

The temperature at which a liquid can be sprayed will depend 
upon the nature of the substance, and must not exceed the 
temperature at which it would be decomposed or coagulated. 
The air temperature can be considerably higher than the actual 
temperature of decomposition or coagulation, since the actual 
heating effect at the surface of the droplets is restricted by the 
loss of latent heat, and is only of very short duration The air 
must not be hot enough to change the chemical or physical 
properties of the dried product during the short time that they 
are in contact. Albumen coagulates at 65° C , but may be 
dried at 75° C. and higher Bacterial cultures can be dried at 
temperatures well above their thermal death points, without 
being destroyed. 

The degree of dispersion of the sprayed liquid should not 
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Fig 30* — Diagrammatic representation, of plant for spray evaporation. 
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through an atomising nozzle, and enters the combustion 
chamber as a very fine mist Combustion is rapid, com- 
plete and smokeless, and a very high flame temperature can be 
obtained. 

A cloud of powdered coal (200 — 300 mesh) is projected into 
the combustion chamber of a boiler or other furnace It burns 
very rapidly and completely, and produces an intense heat 

The coal is crushed, dried and then pulverised, so that 95 per 
cent will pass a 100-mesh, and 85 per cent a 200-mesh screen. 
In this finely divided condition, the coal particles appear to 
become surrounded by a film of adsorbed air The powder 
flows like a liquid, and can be pumped and piped for consider- 
able distances 

The powder, mixed with the primary air, is projected through 
the burner into the combustion chamber, secondary air being 
drawn m through a separate channel of the burner by the 
tfC injector 55 action of the mam dust-air stream 

The system has the following advantages 11 — 

(1) Combustion is rapid, complete and smokeless. The C() 2 
content of the gases is high, since much less excess air is 
required than m the combustion of coarse coal, whether with 
mechanical or hand stoking In many boiler plants, this excess 
air amounts to from 50 to 100 per cent. With pulverised coal, 
it rarely exceeds 20 per cent. 

(2) It resembles gas-firing m the ease with which combustion 
can be controlled. The intensity and character of the (lame 
can be accurately determined by adjusting the proportions of 
fuel and the primary or secondary air. This flexibility makes 
powdered fuel eminently suitable for variable loads. 

(3) Low-grade coals can be used efficiently. When eoarse 
coals are fired m an ordinary furnace, the accumulation of ash 
in the fire seriously interferes w r ith efficient combustion When 
the coal is pulverised, the effect of the ash is reduced to a mini- 
mum. Coals containing as much as 40 per cent, ash can he 
fired successfully in this way. In comparing the combustion 
of pulverised coal with ordinary mechanical stoking, the relative 
advantage of the pulverised fuel rapidly increases as the ash 
content of the fuel rises. 
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[) Labour charges, particularly m large installations, are 
fo id to bo less than with mechanical stoking 

*he s\stem may have the following disadvantages — 

1) The Coat of preparing the Fuel in a suitable, Dry, Pow- 
de sd Form. —Tins amounts to not more than 1 per cent of 
th total steam production of the plant, and, therefore, 
cc ipares not unfavourably with the best mechanical-stoker 
pi etiee. 

2) Effect of High Combustion Temperature. — In the early 
t\ »es of furnace, serious trouble was caused by the very intense 
e< ill Mist ion temperature that resulted from the rapid com- 
bi dion of the fuel The ash fused, and became deposited upon 
11 furnace walls, so that they were slagged and corroded, and 
sj eddy wore out This is now avoided by making the com- 
b vtion chamber larger, by constructing the furnace linings of 
h low firebricks, and lining the back and bottom of the com- 
b >4 ion chamber with steel tubes, through which a part of the 
h ier water circulates About 25 to 50 per cent of the ash is 
d Mailed m the combustion chamber as a hard, dry powder — 
fi m 25 to 35 per cent accumulates at the base of the chimney, 
a il about 12 to 25 per cent passes up the stack 

;») The Risk of Explosion . — There is practically no risk of 
e plosion in a properly designed plant The original coal-air 
n xture is too rich m coal to be explosive. It may form an 
e plosive mixture when stirred up by air m a draughty bin. 
!■ if this reason, it is better to avoid storage of the dust, only 
a ing it as it in prepared. Secondary air may blow back into 
t e system, owing to a stoppage of the primary air blower, but 
c on then explosion cannot occur unless a spark also enters. 

Powdered fuel installations on a very large scale are well 

t till dished in America and in France. In one instance, 

i large boiler plant, is equipped for burning powdered fuel 
i id blast furnace gas, either together or separately. In this 

i ay, the varying outputs of blast furnace gas can be used 

i iieiently. 

Probably in the near future, other combustible dusts, at 
] usent collected as dangerous waste products, will be used as 
j nvdered fuel. 
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CHAPTER XI 

SMOKE IN WARFARE 

U un powder and all other explosive mixtures or compounds 
tl it contain metallic salts produce smoke when they are 
e pioded The smoke is due to the violent dispersion of the 
n n -gaseous reaction products Atmospheric water vapour 
<; idenses upon these highly dispeised particles, so that the 
d tisitv of the smoke is rapidly increased Practically all so- 
c led smokeless powders produce a slight haze, due to the con- 
<1 UKition of steam and small amounts of hydrocarbon vapours, 

Before the development of smokeless powder, battles were 
f< ight amidst a general fog of gunpowder smoke During the 
r jcnt war, the production of smoke clouds became an mipor- 
t it and highly specialised military art Smoke clouds were 
v l*( 1 lor concealing the position or movements of an attacking 
f to both on land and at sea Aeroplanes concealed themselves 
I hind clouds, and dirigibles (especially Zeppelins) frequently 
I odueed their own smoke screens Smoke was also used to 
a try and conceal poison gas. Finally, actual smokes of toxic 
s bsianees were projected upon the enemy, with the object of 
i *apaetlatmg him, 

I n t he early gas offensives, in which chlorine or phosgene were 
r leased from cylinders, the gas formed a dense, white cloud, 

( ,mg to the condensation of atmospheric water vapour upon 
t e gas particles, cooled by rapid expansion from the com- 
( essed vapour or Ik purl 1 

(las <1 iff uses rapidly, and is fairly easily filtered by passing 
i through a eamster containing granules of carbon and soda 
1 ne. Kmoke particles, however, diffuse much more slowly, 
t id cannot he filtered readily by such means. Consequently, 
i dtant smoke— e,g , SnCl 4 — was added to the gas Diphenyl- 
< dorarsine (sneezing gas), when fired m shells and detonated. 
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produced an exceedingly fine smoke which easil\ r penetrated 
masks that relied upon the absorption of gases by granules of 
charcoal or soda lime It cannot be kept out completely, even 
by filter paper or other similar materials 

Tolman 2 has devised a mask in which smokes can be 
precipitated electrostatically. 

Smoke clouds were used to carry and conceal the gas It v, as 
found that, owing to the low rate of diffusion of the particles, a 
smoke cloud moves bodily and carries with it the gases that are 
entangled in it. 


Screening Smokes 

Smoke screens were thrown out by merchantmen and war- 
ships to conceal their movements A dense black smoke was 
produced by shutting off air from the fires. The smoke was 
intensified by addmg wood, high in pitch or resin, to the fires 

This black funnel smoke possessed poor obscuring pow'er It 
showed frequent rents and holes, and was difficult to standardise 
Also, it involved a loss of speed. It was soon abandoned in 
favour of a white smoke, that could be produced by chemical 
means. 

Smoke screens soon came into use on land for concealing the 
movements of troops. 

A screening smoke must be cheap, dense (possessing maximum 
screening properties), and stable. Within limits, botli the 
density and stability can be increased by increasing the degree 
of dispersion. 

Smokes are mostly produced by the dispersion of suitable 
hygroscopic substances— e.g., SnCl 4 , SiCl 4 , oleum and H 2 C1 2 — 
either by detonation or by combustion. Water vapour con- 
denses upon the hygroscopic particles of the smoke, so that the 
density of the smoke rapidly increases, particularly in a humid 
atmosphere. The density of the cloud is increased by the 
addition of ammonia gas. Some of the earliest smoke clouds 
were produced by the combustion of white phosphorus. 

Richter 3 has investigated the conditions necessary for 
satisfactory smoke formation, using SiCl 4 and TiCl 4 . When 
these substances are dispersed in the air, they are hydrolysed 
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by the water vapour to give HC1 and a residual oxide or 
hy roxide. In dry air, no cloud is formed. When NH S is 
ad ed, it reacts with the HC1 to form NH 4 C1, and greatly 
in- 'oases the density of the smoke 

Combustion Smokes 

Vlien a metal high in the electromotive series — e g., zinc or 
al minium — reacts with an organic chloride — e g , CC1 4 — a 
m Lallic chloride is produced, which is sublimed by the heat of 
tf reaction. An effective combustion mixture devised by the 
U ited States Bureau of Mines 4 consists of . — 




Per cent 

A metal giving a readily 



volatile chloride . 

Zmc dust 

34*5 

A chlorinating agent 

CCl 4 . 

. 40 8 

An oxidising agent 

NaC10 3 

9*3 

A cooling material . 

NH 4 C1 

7*0 

An absorbent for the CC1 4 

( Precipitated 
i carbonate 

magnesium ] ^ 


For screening purposes it is important that the smoke shall 
n b be too warm , otherwise it will rise and much of its effect 
v 11 be lost. The smoke produced by the detonation of oleum 
ii cooler, and has much less tendency to rise, than that pro- 
d ced by the combustion of phosphorus 

Total Obscuring Power 

For screening purposes, the most important property of a 
s loke is its obscuring power. The total obscuring power 
{ '.().P.) is determined directly as follows — 

A large box, measuring 6 feet x 6 feet X 8 feet m length, is 
i led with the smoke. A 25-watt “Mazda ” lamp is supported at 
i le end of the box in such a way that it can be moved back- 
ards and forwards along the axis of the box. At the other 
i id of the box is a window through which the lamp can be 
iewed through the smoke. The smoke is kept thoroughly 
lixed up by means of an 18-inch fan, and the position of the 
imp is adjusted until it is just distinguishable. The depth of 
moke that is necessary to obscure the light gives a measure of 
he T.O.P. of the smoke. 

Gradually the smoke clears, owing to diffusion, flocculation 

15—2 
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and settling, at a rate that depends upon its stability. Such an 
arrangement, therefore, also affords a means of comparing the 
relative stability of different smokes. 

In forming smokes the reacting gases are diluted with from 
50 to 400 volumes of air to produce fine, stable particles of high 
obscuring power 

The total obscuring power of a number of different smokes is 
given in Table XXII 

Table XXII 


Smoke 

Total Obscuring Power 

Phosphorus 

4,600 

NH 3 + HCI . 

2,500 

SnCl 4 + NH 3 + H a O 

1,590 

Combustion mixture 

1,250 

SnCl 4 + NH 3 

900 

S0 2 + nh 3 . 

375 


The total obscuring power of phosphorus smoke varies 
from 3,000 to 6,000, depending upon the humidity of the 
atmosphere, and is taken as a standard. HCI gas and NH ;t 
produce a smoke of obscuring power up to 2,500. 

The obscuring power of SiClj smoke is greatly increased by 
the addition of ammonia. The greatest total obscuring power 
is obtained when . — 

(1) Liquid NH 3 and SiCl 4 are atomised into the atmosphere ; 

(2) Both ingredients are well diluted with air before mixing, 
thus producing a large number of very fine particles ; 

(3) The atmospheric humidity is sufficient to hydrolyse the 
SiCl 4 completely before the HCI produced comes into contact 
with the NH 3 , otherwise SiCl 4 .6NH 3 is formed, which is not 
readily hydrolysed. 

All smokes give greater T.O.P. in cold, damp weather than on 
a warm, dry day. Excessive moisture, rain or steam, gives a 
low T.O.P., owing to the formation of large droplets of HCI. 

TiCl 4 , although giving about 50 per cent, more T O.P. than 
SiCl 4 , is little used in practice, owing to its relatively slow 
evaporation. The smoke that is produced by these substances 
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is inferior to the smoke that is produced by phosphorus, ZnCl 2 
e mbustion mixture, or SnCl 4 

The maximum total obscuring power of the combustion 
n Kturc smoke varied between 900 and 1,400, according to the 
t nperature and the humidity 

Production of Smoke Screens 

Smoke screens were produced by the following different 
i dhods according to circumstances 

(«) By the Combustion of a Smoke Mixture. — The mix ture, 
c mbincd with a suitable ignition device, was made up into 
‘ candles ” or drums, and ignited as required Smoke floats, 
( mlaming LOO lb of smoke mixture, were used by the Navy for 
] -educing smoke away from, the ship. 

(b) By the Detonation of a suitable Hygroscopic Substance. — 
igh explosive shells and grenades were filled with hygroscopic 
! distances that, when detonated, were dispersed to form a fine 
! noke. The relative values of different materials for smoke 
lolls were . — 


White phosphorus . . ioo 

SO., .... . 60—75 

Sn01 4 ... 40 

Ti01 4 . 25—35 

AsCl 3 . 10 


With a 4- 5-inch howitzer, a complete smoke barrage could be 
•ttablished and maintained over a front of 200 yards m bright 
jnshine, in from 40 to 60 seconds, by firing a salvo, followed by 
attery fire of 3 seconds. In moist, cool weather, the smoke was 
t> much more stable that a battery fire of 15 seconds was 
u (heien t to maintain the barrage. 

(o) By the Chemical Interaction of two or more Gases. — In 
he Navy, a smoko trail was produced from the stern of a vessel 
>y discharging Si01 4 and NK S from a specially constructed 
1 funnel ” 7 feet long x 2 feet m diameter. Liquid SiCl 4 and 
s t H 3 , contained in cylinders, were forced by C() 2 through sprays 
nto the smoke funnel, where they were mixed by a fan and 
sjected as a dense, white cloud of high total obscuring power. 
Two pounds of SiCl 4 were used to 1 lb. of NH S . A set of 
sylinders lasted jor about 30 minutes. Smoke knapsacks. 
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similarly equipped with SiCl 4 and NH 3 , were also used by 
land troops 

(d) By the Vaporisation of Acid. — Oleum or HC1 were 
sprayed into the exhaust pipes of aeroplanes, t&nks or motor 
boats, or into the smoke-stacks of ships 

Toxic Smokes 

Various irritating or toxic substances were highly dispersed 
by detonation m high explosive shells, to form a fine smoke, the 
particles of which were slow to settle and easily penetrated the 
ordinary gas mask 

The following substances were used * — 

Substance Character Persistence 

JDiphenylchlorarsme j Cloud of solid par- Hon-persistcnt 

Diphenylcyanarsme , . j tides (10 mms in open). 

Diphosgene . 

Phenylcarbylamme chloride 

Phosgene + diphosgene + diphenyl- Moderately high B P 
chlorarsine Penetrating smokes 

Chlorpicrm, 75 per cent , C0C1 2 , 25 of liquid or solid par- Semi-persistent 

per cent. . > tides of about lg m (3 hours) 

Biphosgene and chlorpicrm diameter Slowly 

Chlorpicrm, 80 per cent. , SnCl 4 , 20 settle on ground 
per cent 

Ethyldiehlorarsme -}- dichlormethyl 
ether. ... ) 

Bromacetone . . \ High B P partly chs- 

Bromketones . | persed , greater por- Persistent 

Brombenzylcyanide | tion scattered over (3 days). 

JDichlorethyl sulphide (mustard gas) J the ground 

To test toxic smokes for penetrating power and stability, 
1 gram of the substance is dispersed in 1,000 litres of air in a 
sheet-iron box of that capacity. A steady concentration was 
generally attained after about five minutes. A sample of the 
smoke is then withdrawn, suitably diluted with air, and passed 
through a standard felt filter The Tyndall meter reading before 
and after passing through the filter indicates the penetrating 
power of the smoke, or, alternatively, the efficiency of the filter. 

The smoke-producing power of toxic substances varies 
according to their volatility. Most materials that boil below 
130° C. do not produce smoke ; they simply evaporate as soon 
as they are dispersed. 500° C. appears to be the maximum 
boiling point for satisfactory smoke production ; substances 
of higher boiling point do not form good smokes. The best 
smoke-producing substances are various arspnic compounds. 



TOXIC SMOKES 


231 


1 for a given smoko the Tyndallmeter readings are plotted 
ag; list the age of the smoke (m minutes), the curve generally 



Pb«ttyl*<Jt-cblor»Ar3in« Detonations 
Cofv< No 1 t gm Phenyl di chlof-ATSWC 
Curv* ftf©*23 $m Phenyl-^i cMor-arsine, 

Cufvs No 33 gm Pben/Mt-chlor arsine 
CtitVe No 4-0 3 jin.Phcnyl-dt'Chlor-arsma 
Curye flo 5-3 $rn R>enyl-d»'Chlor-d«ln£ 

Typical Curves Showing the Decrease m Concentration of 
Smoke Cloud with Time. 

Fiq 31 

descends sharply at first, gradually reaches a more stable 
secondary degree of dispersion, after which it changes com- 
paratively slowly. It is found that the area enclosed by the 
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axes and the portion of the curve between t = 0 and f ==■ 30 is 
a rough measure of the relative stabilities of the different 
smokes The more slowly the initial concentration changes 
the greater the area enclosed between the curve •and the axes 
Curves for phenyldichlorarsme smokes of different concentra- 
tions are shown in Fig 31 The values of the significant area 
for a number of different substances are compared m Table 
XXIII 


Table XXIII 


Phenyldichlorarsme . 

. 381 

Triphenyldiehlorarsme 

178 

Diphenylcyanarsme 

137 

Diphenylchlorarsme 

101 

Cyanogenbromide 

94 

Methyldichlorarsme 

70 

Phenylimidophosgene 

00 

Mustard gas 

38 


Signal Smokes 

Certain coloured smokes were used for signalling purposes — 

Iiouge and ultramarine were fired m shells and detonated 
at the top of their trajectory. 

HI, Cl and NH 3 , when mixed together, produced a smoke 
that appeared purple from above and white from below. 

Neither of these methods proved to be satisfactory for 
signalling purposes. 

The best results were obtained with smoke torches, consisting 
of — 

Red As 2 S 3 . . 55 per cent. 

8 . . . . 16 

KNOjj .... 30 

The heat of combustion of the sulphur volatilised the As 2 S 3 . 

Other colours were obtained satisfactorily by the careful 
volatilisation of suitable dyestuffs : — 


Red 

. Paralones. 

Yellow 

. Ohrysoidino and auramine. 

Green 

. Auramine yellow and indigo. 

Blue 

. Indigo. 

Purple 

. Indulin. 
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Smoke Filters 

he use of toxic smokes necessarily led to the intro- 
du ion of suitable filters The two most successful filtering 
nu ia were tbit and paper The theoretical considerations that 
un erlie efficient smoke filtration have already been described 

(p «8) 

moke filters were tested against detonated diphenylchlorar- 
sn , ±£H 4 C1, 80 3 smoke (air charged with S0 3 vapour mixed 
v i i air of 50 per cent humidity), and tobacco smoke 

f these smokes, the NH 4 C1 smoke consisted of particles of 
dll ‘rent sixes, and tended to clog the filter 

ho S0 3 smoke was readily analysed, did not clog the filter, 
an its concentration could readily be determined by optical 
nr hods. 

'he tobacco smoke, obtained by the combustion of sticks of 
a ixture of tobacco (63 per cent ), rosm (30 per cent.), KN0 3 
(7 per cent ), consisted of very uniformly sized particles. 
(-1 mieallv, it was relatively inert, and therefore not altered 
bj moisture or by further dilution with air. It did not clog the 
fil t. 

moke appears likely to become one of the great elements of 
w, • in the future. u The smoke will be generated in candles, 
or avo- or three-pound cans, that can be thrown out m front of 
tr idles ; by knapsacks that can be carried, and which will 
gi c off dense white smoke in largo volume for many minutes ; 
b; grenades which, while they may be thrown by hand, will 
g< orally be fired from rifles ; by artillery shells reaching ten, 
fil eon, twenty miles back of the mam battle line ; and finally 
fr rn aeroplane bombs, whose radius of action is limited only 
Ir the size of the earth.” x 
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